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NOTICE. 


The  advantages  of  this  work  will  be  readily  admitted  by  a  fair 
and  impartial  trial,  which  will  enable  any  merchant  to  ascertain 
in  one  minute,  whether  justice  is  done  him  in  making  purchases, 
or  whether  he  receives  all  he  pays  for.  It  will  also  enable  him 
to  detect  any  error  that  may  occur. 
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TABLE,  MO.  1. 

- ♦♦ - 

DIRECTIONS  FOR  GAUGING  FULL  CASKS. 

Run  the  Rod  (with  inches  and  tenths  marked  on  it)  in  a 
diagonal  direction  from  the  bung  to  the  chime  of  each  head,  so 
as  to  get  the  centre  of  the  bung,  by  reference  to  Table,  No.  1. 
The  first  line  will  show  the  number  of  inches  from  the  chime  to 
the  bung.  The  second  line  will  show  the  number  of  gallons  the 
cask  will  contain  when  full. 

No.  inches  from 
bung  to  chime. 
No.  of  gallons 
in  a  full  cask. 

7.1 

1 

9.0 

2 

10.3 

3 

11.3 

4 

12.2 

5 

13.0 

6 

13.7 

7 

14.3 

8 

No.  inches  from 
bung  to  chime. 
No.  of  gallons 
in  a  full  cask. 

14.9 

9 

15.4 

10 

15.9 

11 

16.3 

12 

16.8 

13 

17.2 

14 

17.6 

15 

18.0 

16 

No.  inches  from 
bung  to  chime. 
No.  of  gallons 
in  a  full  cask. 

18.4 

17 

18.7 

18 

19.1 

19 

19.4 

20 

19.8 

21 

20.1 

22 

20.4 

23 

20.7 

24 

No.  inches  from 
bung  to  chime. 
No.  of  gallons 
in  a  full  cask. 

21.0 

25 

21.2 

26 

21.4 

27 

21.7 

28 

22.0 

29 

22.2 

30 

22.5 

31 

22.7 
!  32 

No.  inches  from 
bung  to  chime. 
No.  of  gallons 
in  a  full  cask. 

23.0 

33 

23.2 

34 

23.4 

35 

23.6 

36 

23.9 

37 

24.1 

38 

24.3 

39 

24.5 

40 

No.  inches  from 
bung  to  chime. 
No.  of  gallons 
in  a  full  cask. 

24.7 

41 

24.9 

42 

25.1 

43 

25.3 

44 

25.5 

45 

25.7 

46 

25.9 

47 

26.1 

48 

No.  inches  from 
bung  to  chime. 
No.  of  gallons 
in  a  full  cask. 

26.2 

49 

26.4 

50 

26.6 

51 

26.7 

52 

26.9 

53 

27.1 

54 

27.2 

55 

27.4 

56 

No.  inches  from 
bung  to  chime. 
No.  of  gallons 
in  a  full  cask. 

27.6 

57 

27.7 

58 

27.9 

59 

28.1 

60 

28.2 

61 

28.3 

62 

28.5 

63 

28.7 

64 

No.  inches  from 
bung  to  chime. 
No.  of  gallons 
in  a  full  cask. 

28.8 

65 

28.9 

66 

29.1 

67 

29.2 

68 

29.4 

69 

29.5 

70 

29.6 

71 

29.8 

72 

No.  inches  from 
bung  to  chime. 
No.  of  gallons 
in  a  full  cask, 

29.9 

73 

30.1 

74 

30.2 

75 

30.3 

76 

30.5 

77 

30.6 

78 

30.7 

79 

30.8 

80 

No.  inches  from 
bung  to  chime. 
No.  of  gallons 
in  a  full  cask. 

31.0 

81 

31.1 

82 

31.2 

83 

31.3 

84 

31.5 

85 

31.6 

86 

31.7 

87 

31.8 

88 

No.  inches  from 
bung  to  chime. 
No.  of  gallons 
in  a  full  cask. 

32.0 

89 

32.1 

90 

32.2 

91 

32.3 

92 

32.4 

93 

32.5 

94 

32.7 

95 

32.8 

96 

No.  inches  from 
bung  to  chime. 
No.  of  gallons 
in  a  full  cask. 

32.9 

97 

33.0 

98 

33.1 

99 

33.2 

100 

33.3 

101 

33.4 

102 

33.5 

103 

33.6 

104 

No.  inches  from 
bung  to  chime. 
No.  of  gallons 
in  a  full  cask. 

33.7 

105 

33.8 

106 

33.9 

107 

34.0 

108 

34.1 

109 

34.2 

110 

34.3 

111 

34.4 

112 

2 


(  6  ) 


% 


— 


No.  inches  from 
bung  to  chime. 
No.  of  gallons 
in  a  full  cask. 

34.5 

113 

34.6 

114 

34.7 

115 

34.8 

116 

34.9 

117 

35.0 

118 

35.1 

119 

35.2 

120 

No.  inches  from 
bung  to  chime. 
No.  of  gallons 
in  a  full  cask. 

35.3 

121 

35.4 

122 

3o.o 

123 

35.6 

124 

35.7 

125 

35.8 

126 

35.9 

127 

36.0 

128 

. 

No.  inches  from 
bung  to  chime. 
No.  of  gallons 
in  a  full  cask. 

36.1 

129 

36.2 

130 

36.3 

131 

36.4 

132 

36.5 

133 

36.6 

134 

36.7 

135 

36.8 

136 

No.  inches  from 

hung  to  chime. 
No.  of  gallons 
in  a  full  cask. 

36.9 

137 

37.0 

138 

37.1 

139 

37.2 

140 

37.3 

142 

37.4 

143 

37.5 

144 

37.6 

145 

No.  inches  from 
bung  to  chime. 
No.  of  gallons 
in  a  full  cask. 

37.7 

146 

37.8 

147 

37.9 

148 

38.0 

149 

38.1 

151 

38.2 

152 

38.3 

153 

38.4 

154 

No.  inches  from 
hung  to  chime. 
No.  of  gallons 
in  a  full  cask. 

38.5 

155 

38.6 

157 

38.7 

158 

38.8 

159 

38.9 

161 

39.0 

162 

39.1 

163 

39.2 

164 

No.  inches  from 
bung  to  chime. 
No.  of  gallons 
in  a  full  cask. 

39.3 

165 

39.4 

166 

39.5 

168 

39.6 

169 

39.7 

170 

39.8 

171 

39.9 

173 

40.0 

174 

No.  inches  from 
bung  to  chime. 
No.  of  gallons 
in  a  full  cask. 

40.1 

175 

40.2 

177 

40.3 

178 

40.4 

179 

40.5 

181 

40.6 

182 

40.7 

184 

40.8 

185 

No.  inches  from 
hung  tochirge. 
No.  of  gallons 
in  a  full  cask. 

40.9 

186 

41.0 

187 

41.1 

189 

41.2 

190 

41.3 

191 

41.4 

192 

41.5 

194 

41.6 

195 

No.  inches  from 
bung  tochime. 
No.  of  gallons 
in  a  full  cask, 

41.7 

197 

41.8 

198 

41.9 

200 

42.0 

201 

42.1 

203 

42.2 

204 

42.3 

206 

42.4 

208 

No.  inches  from 

hung  tochime. 
No.  of  gallons 
in  a  full  cask. 

42.5 

209 

42.6 

211 

42.7 

213 

42.8 

215 

42.9 

216 

43.0 

218 

TABLE, 

NO, 

,  2. 

DIRECTIONS  FOR  GAUGING  CASKS  PARTLY  FULL. 

Run  the  Rod  perpendicularly  into 

the  Cask,  and  get  the 

diameter 

at  the  bung,  and 

then 

refer 

to  Table,  No.  2. 

The 

first  and  second  lines  will 

show 

the  size  of  the  Cask  and  the 

diameter  at  the  bung ;  the  third  line*  will  show  the  number  of 

inches  wet  or  dry  on  the  Rod; 

the  fourth  line  will  give  the 

number  of  gallons  in  or  out. 

Size  of  Cask, 

18  gallons. 

18  gallons. 

Diameter  at 
bung. 

16  inches. 

17  inches. 

No.  of  inches 

wet  or  dry. 

2 

3 

4 

5 

6 

7 

8 

2 

3 

No.  of  gallons 
in  or  out, 

1 

2 

3* 

4 1 

6 

74 

9 

1 

1 3 

X4 

Size  of  Cask, 

18  gallons. 

Diameter  at 
bung. 

18  inches. 

No.  of  inches 
wet  or  dry. 

4 

5 

6 

7 

8 

§4 

2 

3 

4 

No.  of  gallons 
in  or  out. 

4 

6f 

81 

9 

1 

14 

24 

Size  of  Cask, 

19  gallons. 

Diameter  at 
bung. 

16  inches. 

No.  of  inches 
wet  or  dry. 

5 

6 

7 

8 

9 

2 

3 

4 

5 

No.  of  gallons 
in  or  out. 

3i 

5 

6* 

7  4 

9 

1 

2 

34 

4| 

Size  of  Cask, 

19  gallons. 

Diameter  at 
bung. 

17  inches. 

No.  of  inches 
wet  or  dry. 

6 

7 

8 

2 

3 

4 

5 

6 

7 

No.  of  gallons 
in  or  out. 

6* 

7? 

9i 

1 

1  3 

X4 

3 

44 

5i 

7 

Size  of  Cask, 

19  gallons. 

Diatneter  at 
bung. 

18  inches. 

No.  of  inches 
wet  or  dry. 

8 

$2 

2 

3 

4 

5 

6 

7 

8 

No.  of  gallons 
in  or  out. 

1 

11 

2| 

3f 

5 

64 

8 

Size  of  Cask, 

19  gallons. 

Diameter  at 
bung. 

19  inches. 

No.  of  inches 
wet  or  dry. 

9 

2 

3 

4 

5 

6 

7 

8 

9 

No.  of  gallons 
in  or  out. 

n 

1 

n 

n 

3i 

4f 

6 

74 

8J 

Size  of  Cask, 

20  gallons. 

Diameter  at 
bung. 

16  inches. 

No  of  inches 
wet  or  dry. 

9* 

2 

3 

4 

5 

6 

7 

8 

2 

No.  of  gallons 
in  or  out. 

n 

1 

2 

3i 

5 

64 

84 

10 

1 

(  8  ) 

I 


Size  of  Cask, 

Diameter  at 
bung. 

20  gallons. 

17  inches. 

20  gallons. 
18  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

2 

4 

3 

5 

41 

^2 

6 

6 

7 

71 

'  2 

8 

9 

81 

10 

2 

1 

3 

1  3 

J-4 

Size  of  Cask, 

Diameter  at 
bung, 

21  gallons. 

18  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

2! 

5 

4 

6 

51 

7 

7 

8 

81 

9 

10 

2 

1 

3 

1  3 

^4 

4 

3 

Size  of  Cask, 

Diameter  at 
bung,  ' 

21  gallons. 

19  inches. 

1\  o.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

0 

41 

^4 

6 

5| 

7 

71 

*  4 

8 

83 

°4 

81 

91 

9 

10 

2 

1 

3 

1 3 

x4 

4 

n 

Size  of  Cask, 

Diameter  at 
bung. 

«*■ 

22  gallons. 

17  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
wet  or  dry. 

5 

4i 

6 

51 

7 

6* 

8 

8 

9 

91 

J2 

91 

101 

2 

1 

3 

2 

4 

31 

Size  of  Cask, 

Diameter  at 
hung. 

22  gallons. 

18  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

43 

6 

u4 

7 

8 

8 

10 

81 

1 

2 

1 

3 

2 

4 

3 

0 

41 

^4 

Size  of  Cask, 

Diameter  at 
bung. 

22  gallons. 

19  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

51 

7 

71 

'  2 

8 

91 

9 

11 

2 

1 

3 

1  3 

4 

23 

5 

4 

6 

51 

Size  of  Cask, 

Diameter  at 
bung. 

22  gallons. 

20  inches. 

No  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

U4 

8 

8* 

9 

10 

91 

11 

2 

1 

3 

1  3 

J.4 

4 

9  3 

5 

3f 

6 

5 

Size  of  Cask, 

Diameter  at 
bung. 

23  gallons. 

17  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

7 

61 

C»4 

8 

73 

'  4 

9 

91 

10 

11 

2 

1 

3 

2 

4 

3| 

0 

5 

6 

61 

u2 

Size  of  Cask, 

Diameter  at 
bung, 

23  gallons. 

18  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

81 

8 

101 

8* 

HI 

2 

1 

3 

2 

4 

3i 

5 

43 

H2 

6 

61 

7 

8- 

Size  of  Cask, 

Diameter  at 
bung. 

23  gallons. 

19  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  our. 

8 

93 

v4 

9 

111 

2 

1 

3 

2 

4 

3 

5 

41 

6 

6 

7 

71 

*  2 

8 

9 

Size  of  Cask, 

Diameter  at 
bung. 

24  gallons. 

17  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

lOJ 

91 

111 

±X2 

2 

11 

3 

91 

4 

3| 

5 

51 

6 

7 

7 

9 

8 

10| 

(  9  ) 


Size  of  Cask, 

Diameter  at 
bung. 

24  gallons.  . 

18  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

8J 

12 

2 

1 

3 

21 

4 

3J 

5 

5 

6 

61 

7 

81 

8 

10 

9 

12 

Size  of  Cask, 

Diameter  at 
bung. 

24  gallons. 

19  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

1 

3 

2 

4 

31 

5 

41 

^2 

6 

6 

7 

71 

'  2 

8 

9.1 

9 

11 

9J- 

12 

Size  of  Cask, 

Diameter  at 

bung. 

25  gallons. 

18  inches. 

Wo.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

1 

3 

^4 

4 

3§ 

5 

5 

6 

61 

7 

81 

8 

101 

9 

12 

2 

1 

Size  of  Cask, 

Diameter  at 
bung. 

25  gallons. 

19  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

2 

4 

31 

5 

4| 

6 

61 

7 

8 

8 

91 

9 

11 1 

91 

121 

2 

1 

Size  of  Cask, 

Diameter  at 
bung. 

25  gallons. 

20  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

2 

4 

3 

5 

41 

6 

51 

7 

71 

8 

9 

9 

11 

10 

121 

2 

1 

Size  of  Cask, 

Diameter  at 
bung. 

26  gallons. 

18  inches. 

26  gallons. 
19  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

2J 

4 

31 

5 

51 

J  2 

6 

7 

7 

81 

8 

101 

9 

13 

2 

1 

3 

21 

^4 

Size  of  Cask, 

Diameter  at 
bung. 

26  gallons. 
20  inches. 

xMo.  of  incnes 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

31 

5 

5 

6 

U2 

7 

8J 

8 

10 

9 

12 

91 

J2 

13 

2 

1 

3 

2 

Sizecf  Cask, 

Diameter  at 
bung. 

27  gallons. 
18  inches. 

No.  of  inches  ' 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

3 

5 

4i 

6 

6 

7 

7  3 

•  4 

8 

91 

U2 

9 

11J 

10 

13 

2 

1 1 
x4 

3 

2i 

Size  of  Cask, 

Diameter  at 
bung. 

27  gallons. 

19  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

Q  3 

o4 

5 

51 

6 

71 

'  4 

7 

91 

^2 

8 

HI 

9 

131 

2 

1 

3 

91 

^2 

4 

31 

Size  of  Cask, 

Diameter  at 
bung. 

27  gallons. 

20  inches. 

No.  of  inches 
wet  or  dry, 

No.  of  gallons 
in  or  out. 

5 

5 

6 

61 

7 

81 

8 

101 

9 

121 

91 

131 

2 

1 

3 

2 

4 

31 

Size  of  Cask, 

Diameter  at 
bung. 

28  gallons. 

18  inches. 

No  of  inches 
wet  or  dry. 

No.  of  gallons 
in  or  out. 

5 

43 

6 

61 

7 

8 

8 

9J 

9 

HI 

10 

131 

2 

11 

-*4 

3 

21 

^2 

4 

4 

(  10  ) 


Size  ol  cask. 

Diameter  at 
bung. 

% 

28  gallons. 

19  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

5 

5| 

6 

71 

4  2 

7 

91 

8 

HI 

9 

14 

2 

11 

3 

2i 

4 

^2 

5 

5 

Size  of  Cask, 

Diameter  at 
bung, 

28  gallons. 

20  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

6 

6f 

7 

8! 

8 

10| 

9 

12  J 

^2 

14 

2 

1 

3 

2 

4 

3J 

5 

4| 

Size  of  Cask, 

Diameter  at 
bung. 

t 

29  gallons. 

18  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

6 

7 

81 

8 

10 

9 

12 

10 

14 

2 

n 

3 

91 

^2 

4 

4 

5 

6 

Size  ol  Cask, 

Diameter  at 
bung. 

29  gallons. 

19  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

6 

8 

7 

10 

8 

121 

9 

141 

2 

1* 

3 

2* 

4 

Q3 

^4 

5 

5$ 

6 

7i 

Size  of  Cask, 

Diameter  at 
bung. 

29  gallons. 

20  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

Qi 

*^4 

8 

HI 

9 

131 

91 

141 

2 

1 1 

J-4 

3 

2 

4 

3J 

5 

5 

6 

63 

u4 

Size  of  Cask, 

Diameter  at 
bung. 

30  gallons. 

18  inches, 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

8 

10! 

9 

12J 

10 

141 

2 

l1 

x4 

3 

9i 

^2 

4 

4 

5 

6 

6 

8 

Size  of  (Jask, 

Diameter  at 
bung. 

30  gallons. 

.19  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

101 

8 

12 1 

9 

15 

2 

1  A 
x2 

3 

9 1 
^2 

4 

4 

5 

^3 

°z 

6 

73 

4  z 

7 

9i 

Size  of  Cask, 

Diameter  at 
bung. 

■ 

30  gallons. 

20  inches. 

No.  ol  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

Ilf 

9 

14 

QI 

J2 

15 

2 

1 A 
x2 

3 

21 

4 

31 

5 

5i 

6 

7 

7 

9 

Size  of  Cask, 

Diameter  at 
bung. 

31  gallons. 

19  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
iu  or  out. 

8 

11 

9 

13 

10 

15 

2 

11 

3 

2J 

4 

4 

5 

5| 

(5 

7| 

7 

10 

Size  of  Cask, 

Diameter  at 
bung. 

31  gallons. 

20  inches. 

No.  of  inches 
wet  or  dry, 
Np.  of  gallons 
in  or  our. 

8 

12 

9 

141 

Ql 

Ji2 

16 

2 

H 

3 

2\ 

4 

Q  8 
^Z 

5 

5i 

6 

71 

7 

9 

Size  oi  Cask, 

Diameter  at 
bung,  - 

31  gallons. 

21  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

11 

9 

13J 

10 

15$ 

2 

1 1 

j4 

3 

21 

4 

3* 

5 

5 

6 

65 

7 

81 

(  11  ) 


Size  of  Cask, 

Diameter  at 
hung. 

- 

31  gallons. 

22  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

1°5? 

9 

12J 

10 

141 

101 

151 

2 

1 1 

-L4 

3 

2| 

4 

3* 

5 

5 

6 

Size  of  Cask, 

Diameter  at 
burfg. 

32  gallons. 

20  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  nut. 

7 

81 

8 

101 

9 

12i 

10 

141 

11 

151 

2 

U 

3 

21 

4 

4 

5 

51 

Size  of  Cask, 

Diameter  at 
bung. 

s 

32  gallons. 

21  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

7* 

7 

% 

8 

11J 

9 

13J 

10 

16 

2 

11 

x4 

3 

2J 

4 

3.1 

5 

51 

Size  of  Cask, 

Diameter  at 

bnne. 

32  gallons. 

22  inches. 

No.  of  inches 
wet  or  dry, 
Np.  of  gallons 
in  or  out. 

6 

7 

7 

ft  3 

°4 

8 

10| 

9 

13 

10 

15 

101 

16“ 

2 

1 1 

3 

^4 

4 

31 

Size  of  Cask, 

Diameter  at 
bung. 

♦ 

33  gallons. 
20  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out  . 

5 

43 

6 

61 

7 

81 

8 

10 

9 

12 

10 

14 

11 

16 

2 

11 

3 

21 

Size  of  Cask, 

Diameter  at 
bung. 

33  gallons. 
21  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

4 

5 

°4 

6 

73 

'  4 

7 

Q  3 
v  4 

8 

11! 

9 

14 

10 

161 

2 

1 

3 

91 

Size  of  Cask, 

Diameter  at 
bung, 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

3J 

5 

5 

6 

6| 

7 

8^ 

°4 

8 

10J 

9 

13 

10 

151 

101 

161 

2 

1 

Size  of  Cask, 

Diameter  at 
bung. 

No.  of  inches 
wet  or  dry. 

No.  of  gallons 
in  or  out. 

33  gallons. 
22  inches. 

3 

2 

4 

3i 

5 

43 

^4 

6 

u2 

7 

8 

8 

10 

9 

12J 

10 

141 

11 

161 

Size  of  Cask, 

Diameter  at 
bung. 

34  gallons. 

20  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

4 

3 

2? 

4 

4 

5 

6 

6 

8 

7 

10 

8 

121 

9 

141 

10 

17 

Size  of  Cask, 

Diameter  at 
bung. 

34  gallons. 

21  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

n 

3 

2  1 

4 

33 

°4 

5 

5J 

6 

71 

7 

91 

73  4 

8 

11| 

9 

13 1 

10 

15 1 

Size  of  Cask, 

Diameter  at 
bung. 

34  gallons. 

22  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out,. 

101 

17 

2 

1 

3 

21 

4 

3| 

5 

5 

6 

61 

7 

81 

8 

101 

9 

(  12  ) 


Size  of  Cask, 

35  gallons. 

Diameter  at 
bung. 

20  inches. 

No.  of  inches 
wet  or  dry. 

10 

11 

0 

/W 

3 

4 

5 

6 

7 

8 

No.  of  gallons 
in  nr  out. 

141 

17 

1 1 

2^ 

^4 

41 

^4 

61 

u2 

8 

101 

12} 

Size  of  Cask, 

35  gallons. 

Diameter  at 
bung. 

20}  inches. 

• 

No.  of  inches 
wet  or  dry. 

9 

10 

2 

3 

4 

5 

6 

7 

8 

No.  of  gallons 
in  or  out. 

15 

171 

n 

21 

4 

6 

73 

10 

12} 

Size  of  Cask, 

35  gallons. 

Diameter  at 
bung, 

21  inches. 

No.  of  inches 
wet  or  dry. 

9 

10 

101 

2 

3 

4 

5 

6 

7 

N9.  of  gallons 
in  or  out. 

141 

17 

171 

1 

2 

31 

51 

7 

9 

Size  of  Cask, 

35  gallons. 

Diameter  at 
bung. 

21 1  inches. 

No.  of  inches 

wet  or  dry. 

8 

9 

10 

101 

2 

3 

4 

5 

6 

No.  of  gallons 
in  or  out, 

m 

13J 

16 

171 

1 

2* 

31 

5 

6? 

Size  of  Cask, 

36  gallons. 

Diameter  at 
bung. 

21  inches. 

No.  of  inches 
wet  or  dry. 

7 

8 

9 

10 

10} 

2 

3 

4 

5 

No.  of  gallons 
in  or  out. 

°4 

11 

13i 

151 

171 

li 

2f 

4 

6 

Size  of  Cask, 

36  gallons. 

Diameter  at 
bung. 

21}  inches. 

No.  of  inches 

wet  or  dry. 

6 

7 

8 

9 

10 

101 

2 

3 

4 

No.  of  gallons 
in  or  out. 

8 

10 

12 

14* 

161 

18 

1  1 

-*-4 

2} 

Q  3 

O5 

Size  of  Cask, 

36  gallons. 

Diameter  at 
bung. 

22  inches. 

No.  of  inches 
wet  or  dry. 

5 

6 

7 

8 

9 

10 

10} 

2 

3 

No.  of  gallons 
in  or  out. 

Si 

71 

91 

114 

x±2 

131 

15} 

18 

1 

21 

Size  of  Cask, 

Diameter  at 

bung. 

No.  of  inches 

wet  or  dry, 

4 

5 

6 

7 

8 

-  9 

10 

11  . 

2 

No.  of  gallons 
in  or  out. 

3J 

5 

7 

9 

11 

13} 

151 

18 

11 

Size  ol  Cask, 

37  gallons. 

Diameter  at 
bung. 

21  inches. 

No.  of  inches 
wet  or  dry. 

3 

4 

5 

6 

7 

8 

9 

10 

10} 

No.  of  gallons 
in  or  out. 

23 

44 

4J 

6 

8 

10 

121 

15 

17} 

18 

Size  of  Cask, 

37  gallons. 

Diameter  at 
bun?. 

211  inches. 

IVo.  ot  inches 
wet  or  dry. 

2 

3 

4 

5 

6 

7 

8 

9 

10 

No.  of  gallons 
in  or  out . 

1? 

21 

Q3 

°4 

5J 

7  3 

Q  .3 
J4 

12 

141 

161 

Size  of  Cask, 

37  gallons. 

Diameter  at 
bung, 

22  inches. 

No.  of  inches 
wet  or  dry. 

101 

2 

3 

4 

5 

6 

7 

8 

9 

No.  of  gallons 
in  nr  out. 

18i 

1 

31 

J  4 

7 

^4 

hi 

131 

(  13  ) 


Size  of  Cask, 

Diameter  at 
bung. 

38  gallons. 

21  inches. 

No. of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

10 

16 

11 

18  i 

2 

1 1 

12 

3 

2f 

4 

4 

5 

« 1 

6 

81 

7 

10| 

8 

13 

Size  of  Cask, 

Diameter  at 
bung. 

38  gallons. 

21 J  inches. 

No.  of  inches 
wet  or  dry, 

,  No.  of  gallons 
in  or  out. 

9 

lol 

10 

18 

101 

19 

0 

/w 

1  £ 
X2 

3 

2! 

4 

4 

5 

6 

6 

8 

7 

10 

Size  of  Cask, 

Diameter  at 
bung. 

I 

38  gallons. 

22  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
wet  or  dry. 

8 

12 

9 

14? 

10 

171 

10! 

19 

2 

1£ 

±4 

3 

21 

4 

Q  3 
O3 

5 

51 

6 

n 

Size  of  Cask, 

Diameter  at 
bung. 

39  gallons. 

21  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

Ql 

8 

11! 

9 

14 

10 

161 

11 

19 

2 

1  £ 
±2 

3 

3 

4 

41 

^2 

5 

6| 

Size  of  Cask, 

Diameter  at 
bung, 

■  1 

39  gallons. 

22  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

°2 

7 

10  i 

8 

13 

9 

151 

10 

18J 

11 

191 

2 

1  £ 

3 

3 

4 

41 

Size  of  Cask, 

Diameter  at 
bung- 

39  gallons. 
23  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons' 
in  or  out. 

5 

6 

6 

8 

7 

10 

8 

12 

9 

141 

10 

1 16! 

11 

191 

2 

1  £ 
±4 

3 

2| 

Size  of  Cask, 

Diameter  at 
bung. 

39  gallons. 

23  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

4 

5 

°2 

6 

7i 

7 

’  9 

8 

11 

9 

13 

10 

151 

11 

18 

HI 

191 

Size  of  Cask, 

Diameter  at 
bung. 

40  gallons. 

21  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

n 

3 

3 

4 

4£ 

5 

61 

u4 

6 

8| 

7 

11 

8 

131 

9 

16 

10 

181 

Size  of  Cask, 

Diameter  at 
bung. 

40  gallons. 

22  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out,. 

101 

20 

2 

•  1  £ 
-*-4 

3 

3 

4 

4f 

5 

61 

6 

8 

7 

10 

8 

12J 

9 

14| 

Size  of  Cask, 

Diameter  at 
bung. 

40  gallons. 

23  inches. 

No.  of  inches 

wet  or  dry, 
N9.  of  gallons 
in  or  out. 

10 

17J 

11 

20 

2 

1 1 

3 

91 

^2 

4 

Q» 

5 

51 

6 

7J 

7 

Ql 

J2 

8 

Hi 

Size  of  Cask, 

Diameter  at 
bung. 

41  gallons. 

22  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

14 

10 

161 

11 

181 

hi 

20” 

2 

1  £ 

±4 

3 

21 

4 

4£ 

^4 

5 

6 

6 

81 

3 


(  W  ) 


Size  of  Cask, 

Diameter  at 
bung. 

41  gallons. 

22*  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out  . 

7 

loj 

8 

12J 

9 

15* 

10 

18 

11 

20! 

2 

11 

3 

93 

^4 

4 

4 

5 

6 

Size  of  Cask, 

Diameter  at 
hung. 

41  gallons. 

p 

23  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

8 

7 

10* 

8 

12* 

9 

14! 

10 

17* 

11 

19| 

Hi 

20! 

2 

ii 

x  4 

3 

2! 

Size  of  Cask, 

Diameter  at 
bung. 

41  gallons. 

23  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

4 

5 

5J 

6 

7_t 
*  2 

7 

Q  l 

J2 

8 

12 

9 

14 

10 

16! 

11 

19 

Hi 

20! 

Size  of  Cask, 

Diameter  at 
bung. 

42  gallons. 

22  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

1 1 
x2 

3 

2f 

4 

41 

42 

5 

6! 

6 

8! 

7 

11 

8 

13* 

9 

16* 

10 

19 

Size  of  Cask, 

Diameter  at 
bung, 

42  gallons. 

22 \  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

11 

22 

2 

li 

x4 

3 

2! 

4 

41 

^2 

5 

6 

6 

8 

7 

10* 

8 

12! 

9 

15 

Size  of  Cask, 

Diameter  at 
bung, 

42  gallons. 

23  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

10 

17* 

11 

20 

Hi 

21 

2  . 
I1 

X4 

3 

2! 

4 

4 

5 

6 

6 

8 

7 

10 

Size  of  Cask, 

Diameter  at 
bung. 

•  1 

43  gallons. 

22  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out, 

8 

12* 

9 

14! 

10 

17 

11 

19! 

1  1  i 
XX2 

21 

2 

li 

x  4 

'  3 

3 

4 

41 

^2 

5 

(U 

u2 

Size  of  Cask, 

Diameter  at 
bung. 

43  gallons. 

22*  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

8* 

7 

10| 

8 

13 

9 

15* 

10 

18! 

11 

21! 

2 

11 

3 

2| 

4 

4 

Size  of  Cask, 

Diameter  at 
bung. 

43  gallons. 

22 1  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

6 

6 

8i 

7 

10* 

8 

12* 

9 

15* 

10 

18 

11 

20! 

HI 

21! 

2 

ii 

x  4 

Size  of  Cask, 

Diameter  at 
bung, 

43  gallons. 

23  inches. 

No.  of  inches 
wet  or  dry, 
#o.  of  gallons 
*  in  or  out, 

3 

2* 

4 

4 

5 

6 

6 

8 

7 

101 

8 

12* 

9 

15 

10 

17! 

11 

20 

Size  of  Cask, 

Diameter  at 
bung. 

44  gallons. 

22  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

11* 

21* 

2 

l-1 
x  2 

3 

3 

4 

4-i 
*  2 

5 

6! 

6 

8! 

9 

11 

8 

13! 

9 

16* 

(  15  ) 


Size  of  Cask, 

Diameter  at 
bung. 

44  gallons. 

22J  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out, 

10 

19 

11 

22 

2 

li 

3 

2J 

4 

4 

5 

61 

6 

83 

°4 

7 

11 

8 

13? 

Size  of  Cask, 

Diameter  at 
bung. 

44  gallons. 

23  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

15  J 

10 

181 

11 

21 

ll1 

22 

2 

l1 

3 

21 

4 

4 

5 

6 

6 

81 

Size  of  Cask, 

Diameter  at 
bung. 

45  gallons. 

22  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

10J 

8 

13 

9 

15 

10 

17  f 

11 

20 

111 

22 

2 

li 

±2 

3 

3 

4 

4? 

Size  of  Cask, 

Diameter  at 
bung. 

45  gallons. 
22 J  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

7 

6 

91 

7 

ill 

X±2 

8 

13f 

9 

161 

10 

191 

11 

221 

2 

11 

3 

3 

Size  of  Cask, 

Diameter  at 
bung. 

45  gallons. 

22 \  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

41 

5 

61 

6 

81 

7 

11 

8 

131 

9 

16 

10 

181 

11  ' 
21 

in 

221 

Size  of  Cask, 

Diameter  at 
bung, 

45  gallons. 

23 \  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

U 

3 

21 

4 

4 

5 

6 

6 

8 

7 

101 

8 

121 

9 

15 

10 

18 

Size  of  Cask, 

Diameter  at 
bung. 

46  gallons.  . 

22^  inches. 

No.  of  inches 

wet  or  dty, 
No.  of  gallons 
in  or  out. 

11 

20 

11  s 

221 

2 

X2 

3 

3 

4 

41 

5 

61 

u2 

6 

81 

7 

iii 

8 

13? 

Size  of  Cask, 

Diameter  at 
bung. 

46  gallons. 

23  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

161 

10 

191 

11 

22 

Hi 

23 

2 

li 

3 

2! 

4 

41 

5 

61 

0 

81 

Size  of  Cask, 

Diameter  at 
bung. 

1 

V 

46  gallons. 

23 \  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

11 

8 

131 

9 

16 

10 

19 

11 

211 

Ill 

±±2 

23 

2 

1 1 
X4 

3 

2f  - 

4 

41 

Size  of  Cask, 

Diameter  at 
bung. 

46  gallons. 

23 1  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

61 

6 

81 

7 

10J 

8 

13 

9 

151 

10 

181 

11 

21 

11? 

23 

2 

l1 

J-4 

Size  of  Cask, 

Diameter  at 
bung. 

47  gallons. 

22 \  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

n 

4 

4J 

5 

6^ 

U4 

6 

9 

7 

Hi 

X4 

8 

14 

9 

16? 

10 

19? 

11 

22? 

-(  16  ) 


Size  of  Cask, 

Diameter  at 
bung. 

47  gallons. 

23  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

Ilk 

231 

2 

li 

3 

2| 

4 

4J 

5 

6i 

6 

8| 

7 

11 

8 

131 

9 

161 

Size  of  Casa, 

Diameter  at 
bung. 

47  gallons. 

23 J  inches. 

No.  of  inclies 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

10 

191 

11 

22 

HI 

23! 

2 

li 

3 

3 

4 

4! 

5 

6i 

6 

81 

7 

1 10! 

Size  of  Cask, 

Diameter  at 
bung. 

48  gallons. 

23  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

131 

9 

16 

10 

19 

11 

211 

ns 

23! 

2 

11 

3 

3 

4 

41 

5 

6| 

Size  of  Cask, 

Diameter  at 
bung.i 

48  gallons. 
231  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

6 

9 

7 

Hi 

8 

13f  | 

9 

161 

10 

19! 

11 

22! 

111 

24 

2 

l1 

3 

93 

Size  of  Cask, 

Diameter  at 
bung. 

48  gallons. 

23J  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

41 

*2 

5 

6J 

6 

81 

7 

11 

8 

13! 

9 

16! 

10 

181 

11 

211 

Hi 

24 

Size  of  Cask, 

Diameter  at 
bung. 

48  gallons. 

24  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

a4 

3 

3 

4 

41 

5 

6i 

6 

8J 

7 

10J 

8 

13 

9 

15! 

10 

18! 

Size  of  Cask, 

Diameter  at 
bung. 

1 

49  gallons. 

23  inches. 

tv o.  ot  mciies 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

11 

20J 

12 

24 

2 

li 

x2 

3 

21 

4 

41 

5 

61 

6 

9 

7 

Hi 

S 

14J 

Size  of  Cask, 

Diameter  at 
bung. 

49  gallons. 

23 \  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

16| 

10 

19* 

11 

22! 

Hi 

24! 

2 

1 1 
A2 

3 

3| 

4 

41 

^2 

5 

61 

6 

9 

Size  of  Cask, 

Diameter  at 
bung. 

49  gallons. 

24  inches. 

No.  of  indies 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

Hi 

8 

14 

9 

16! 

10 

19! 

11 

22 

H| 

24! 

2 

li 

3 

2! 

4 

41 

Size  of  Cask, 

Diameter  at 
bung. 

49  gallons. 

24  inches. 

No.  of  inches 

wet  or  dry, 
No.  of  gallons 
in  or  out. 

5 

H 

6 

81 

7 

101 

8 

13 

9 

16 

10- 

181 

11 

21 

12 

24! 

2 

11 

^IZU  ot 

Diameter  at 
bung. 

50  gallons. 

23  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

3 

4 

4f 

5 

7 

6 

91 

7 

12 

8  ' 

14 1 

9 

171 

10 

20 

11 

231 

(  17  ) 


Size  of  Cask, 

Diameter  at 
bung. 

50  gallons. 

23 J  inches. 

No.  of  inches 
wi  t  or  dry. 
No.  of  gallons 
in  or  out. 

Hi 

25 

2 

1 1 
X2 

3 

3 

4 

41 

5 

(U 

u2 

6 

9 

7 

Hi 

XX2 

8 

14 

9 

17 

Size  of  Cask, 

Diameter  at 
bung. 

50  gallons. 

24  inches. 

No.  of  inches 
wet  >r  dry, 
No.  of  gallons 
in  or  out. 

10 

20 

11 

23 

HI 

25 

2 

11 

3 

2| 

4 

41 

5 

61 

6 

8! 

7 

11 

Size  of  Cask, 

Diameter  at 
bung. 

51  gallons. 

23  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

131 

9 

16 

10 

18| 

11 

21} 

12 

25 

2 

1J 

3 

3 

4 

5 

5 

7 

Size  of  Cask, 

Diameter  at 
bung. 

51  gallons. 
23J  inches. 

No.  ot  inenes 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

6 

91 

7 

HI 

8 

141 

9 

171 

10 

19} 

11 

22| 

ha 

25* 

2 

X2 

3 

3 

Size  of  Cask, 

Diameter  at 
bung. 

51  gallons. 

23J  inches. 

No.  of  inches 
wet.  or  dry. 
No.  of  gallons 
in  or  out. 

4 

41 

5 

6i 

u2 

6 

9.1 

2 

7 

13J 

8 

141 

9 

17 

10 

20 

11 

23 

US 

25* 

Size  of  Cask, 

Diameter  at 
bung. 

51  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

1 1 

-*-2 

3 

3 

4 

41 

5 

6* 

u‘2 

6 

9 

7 

HI 

XX2 

8 

14 

9 

17 

10 

20 

Size  of  Cask, 

Diameter  at 
bung. 

52  gallons. 

23  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

11 

23 

12 

26 

2 

ii 

3 

3 

4 

5 

5 

7 

6 

91 

u2 

7 

12 

8 

15 

Size  of  Cask, 

Diameter  at 
bung. 

52  gallons. 

23 \  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

18 

10 

21 

11 

24i 

in 

26 

2 

11 

X2 

3 

3 

4 

5 

5 

7 

6 

91 

U2 

Size  of  Cask, 

Diameter  at 
bung. 

. 

52  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

12 

8 

15 

9 

171 

10 

201 

11 

23| 

HI 

26 

2 

1  i 
X2 

3 

3 

4 

41 

Size  of  Cask, 

Diameter  at 
bung. 

52  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry, 
N9.  of  gallons 
in  or  out. 

5 

61 

6 

9 

7 

HI 

8 

14 

9 

161 

10 

19} 

11 

22| 

12 

26 

2 

11 

X2 

Size  of  Cask, 

Diameter  at 
bung. 

53  gallons. 

23  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out,. 

3 

3 

.  4 

5 

5 

7 

6 

91 

7 

12 

8 

15 

9 

18 

10 

21* 

11 

25 

(  18  ) 


Size  of  Cask, 

Diameter  at 
bung. 

53  gallons. 

23 \  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

111 

26i 

2 

1 1 
X2 

3 

34 

4 

5 

5 

7 

6 

Qi 

V2 

7 

124 

8 

15 

9 

18 

Size  of  Cask, 

Diameter  at 
bung. 

53  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

10 

21J 

11 

24 

11| 

264 

2 

li 

x2 

3 

3 

4 

-  41 

*2 

5 

61 

U2 

6 

9 

7 

111 

XX2 

Size  of  Cask, 

Diameter  at 
bung. 

54  gallons. 

23  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

11J 

9 

17 

10 

20 

Tl 

23 

12 

264 

2 

1 1 

x  2 

3 

3 

4 

5 

5 

71 

4  4 

Size  of  Cask, 

Diameter  at 
bung. 

54  gallons. 
23 i  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

10 

7 

12J 

8 

161 

9 

184 

10 

214 

11 

25 

114 

264 

2 

1 1 

X2 

3 

24 

Size  of  Cask, 

Diameter  at 
bung. 

54  gallons. 

23 J  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

5 

5 

7 

6 

10 

7 

I24 

8 

15 

9 

17} 

10 

214 

11 

244 

hi 

27 

Size  of  Cask, 

Diameter  at 
bung. 

54  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

11 

x2 

3 

3 

4 

4i 

5 

7 

6 

91 

J2 

7 

12 

8 

144 

9 

174 

10 

20 

Size  of  Cask, 

Diameter  at 
bung. 

55  gallons. 

24  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

11 

23 

12 

27 

2 

li 

x2 

3 

3 

4 

5 

5 

7 

6 

94 

7 

HI 

8 

144 

Size  of  Cask, 

Diameter  at 
bung, 

55  gallons. 

25  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

171 

10 

201 

11 

234 

12 

271 

2 

1 1 

X2 

3 

3 

4 

5 

5 

7 

6 

Size  of  Cask, 

Diameter  at 
bung. 

55  gallons. 
26  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

12 

8 

141 

9 

17 

10 

194 

11 

224 

12 

26 

124 

271 

2 

14 

3 

3 

Size  of  Cask, 

Diameter  at 
bung, 

55  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

41 

5 

6 

6 

84 

7 

11 

8 

134 

9 

16i 

10 

19 

11 

214 

12 

25 

Size  of  Cask, 

Diameter  at 
bung. 

56  gallons. 

24  inches.  • 

No.  of  inches 
wet  or  dry. 

No.  of  gallons 
in  or  out. 

13 

274 

2 

1 1 

±2 

3 

3 

4 

5 

5 

7 

6 

91 

J2 

.  7 

124 

8 

154 

9 

181 

(  19  ) 


Size  of  Cask, 

Diameter  at 
bung. 

56  gallons. 

25  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

10 

21 

11 

24 

12 

28 

2 

H 

3 

3 

4 

4! 

5 

6.1 

6 

9 

7 

m 

Size  of  Cask, 

Diameter  at 
bung. 

.  »  —  ■  ■  — 

56  gallons. 

26  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  our. 

8 

14 

9 

17 

10 

20 

11 

23 

12 

26 

12| 

28 

2 

li 

±2 

3 

3 

4 

41 

^2 

Size  of  Cask, 

Diameter  at 
bung. 

56  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

6 

8| 

,7 

11 

8 

13J 

9 

161 

10 

19 

11 

22 

12 

25 

13 

28 

Size  of  Cask, 

Diameter  at 
bung. 

57  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

n 

3 

3 

4 

41 

5 

7 

6 

9! 

7 

12 

8 

151 

9 

18i 

10 

21! 

Size  of  Cask, 

Diameter  at 
bung. 

57  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

11 

25 

12 

28  l 

2 

U 

3 

3 

4 

4! 

5 

6! 

6 

9! 

7 

12 

8 

14! 

Size  of  Cask, 

Diameter  at 
bung. 

57  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

17i 

10 

20J 

11 

231 

12 

26 

121 

281 

2 

1 1 

-L2 

3 

3 

4 

4! 

5 

6! 

Size  of  Cask, 

Diameter  at 
bung. 

57  gallons. 

26  inches. 

No.  of  inches 

wet  or  dry, 
No.  of  gallons 
in  or  out. 

6 

9 

7 

11! 

8 

14 

9 

16| 

10 

19! 

11 

22! 

12 

25 

13 

281 

2 

li 

±2 

Size  of  Cask, 

Diameter  at 
bung. 

58  gallons. 

24  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 
Size  of  Cask, 

Diameter  at 
-bung, 

3 

3 

4 

5 

5 

71 

*  2 

6 

10 

7 

13 

8 

16 

9 

19 

10 

22 

11 

25! 

58  gallons. 

25  inches. 

No.  of  inches 

wet  or  dry, 
N9.  of  gallons 
in  or  out. 

12 

29 

2 

li 

±2 

3 

3  ' 

4 

5 

5 

7 

6 

9! 

7 

12 

8 

14! 

9 

171 

‘2 

Size  of  Cask, 

Diameter  at 
bung. 

58  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

10 

20| 

11 

24 

12 

27 

12! 

29 

2 

1 1 

*-2 

3 

3 

4 

41 

5 

61 

u2 

6 

8b 

Size  of  Cask, 

Diameter  at 
bung, 

59  gallons. 
24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

'11 

8 

14 

9 

16! 

10 

19! 

n 

22! 

12 

25i 

13 

29 

2 

n 

3 

31 

(  20  ) 


Size  of  Cask, 

Diameter  at 
bung. 

34  gallons. 

22  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

5* 

5 

7f 

6 

10* 

7  • 

131 

8 

16* 

9 

20 

10 

23 

11 

261 

12 

291 

"5120  ot  cask, 

Diameter  at 
bung. 

59  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

U 

3 

3* 

4 

5 

5 

7 

6 

91 

J2 

7 

12 

8 

15 

9 

18  . 

10 

21 

Size  of  Cask, 

Diameter  at 
bung. 

59  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

11 

24 

12 

27 

12i 

291 

2 

11 

3 

3 

4 

41 

5 

6i 

u2 

6 

9 

7 

11 1 
xx2 

Size  of  Cask, 

Diameter  at 
bung. 

60  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

14* 

9 

17* 

10 

20* 

11 

231 

12 

265 

13 

28^ 

2 

n 

3 

3 

4 

5 

Size  of  Cask, 

Diameter  at 
bung. 

60  gallons. 

24  inches. 

* 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

5 

71 

'  9 

6 

10 

7 

13 

8 

16 

9 

19 

10 

221 

11 

26 

12 

30 

2 

1* 

Size  of  Cask, 

Diameter  at 
bung. 

60  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

3 

3 

4 

43 

5 

7 

6 

10 

7 

12* 

8 

15 

9 

18 

10 

20* 

11 

24* 

Size  of  Cask, 

Diameter  at 
bung. 

61  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

28 

12* 

30 

2 

1 1 
±2 

3 

3* 

4 

5 

5 

71 

'  2 

6 

101 

7 

13* 

8 

16* 

Size  of  Cask, 

Diameter  at 
bung. 

61  gallons. 

25  inches. 

No.  of  inches 

wet  or  dry, 
N9.  of  gallons 
in  or  out. 

9 

19* 

10 

23 

11 

26* 

12 

30 

2 

1 1 
x2 

3 

3 

4 

43 

5 

7 

6 

10 

Sizecf  Cask, 

Diameter  at 
bung. 

62  gallons. 
24  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out,  - 

7 

12 1 

8 

15* 

9 

18* 

10 

22 

11 

25 

12 

28i 

121 

301 

2 

11 

x2 

3 

3 

Size  of  Cask, 

Diameter  at 
bung. 

62  gallons. 

24  inches. 

No  of  inches 

wet  or  dry, 
No.  of  gallons 
in  or  out. 

4 

5 

5 

71 

'  2 

6 

101 

7 

13* 

8 

161 

9 

20 

10 

231 

11 

27 

12 

31 

Size  of  Cask, 

Diameter  at 
bung. 

62  gallons. 

25  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out, 

- - - - 

2 

1 1 

x2 

3 

3 

4 

43 

5 

7 

6 

10 

7 

13 

8 

16 

9 

19 

10 

22 

. 

(  21  ) 


Size  of  UasK, 

Diameter  at 
bung. 

63  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

11 

25 

12 

281 

12§ 

31 

2 

l1 

±2 

3 

3 

4 

5 

5 

71 

'  2 

6 

101 

7 

131 

Size  of  Cask, 

Diameter  at 
bung. 

63  gallons. 
25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

17 

9 

2(H 

10 

24 

101 

251 

n 

271 

11J 

29 

12 

31 

2, 

1| 

3 

3 

Size  of  Cask, 

Diameter  at 
bung. 

63  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

5 

5 

7 

6 

10 

7 

13 

8 

16 

9 

19 

10 

22 

10J 

24 

11 

26 

Size  of  Cask, 

Diameter  at 
bung. 

« 

64  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

Hi 
27 1 

12 

291 

121 

311 

2 

1  3 

**■  4 

3 

3J 

4 

51 

5 

8 

6 

11 

7 

14 

Size  of  Cask, 

Diameter  at 
bung. 

64  gallons. 
25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

17 

9 

20 

10 

24 

101 

26 

11 

28 

1  11 
30 

12 

32 

2 

11 

x2 

3 

3 

Size  of  Cask, 

Diameter  at 
bung. 

64  gallons, 

25v  inches, 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

5 

5 

7 

6 

101 

7 

13L 

8 

161 

9 

191 

10 

23 

101 

25 

11 

261 

Size  of  Cask, 

Diameter  at 
bung. 

64  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

u* 

28 

12 

30 

12i 

32 

2 

1 i 

J  2 

3 

31 

4 

43 

^4 

5 

71 

6 

10 

7 

121 

Size  of  Cask, 

Diameter  at 
bung. 

64  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

15J 

9 

19 

10 

22 

101 

231 

11 

25 

111 

27 

12 

29 

121 

301 

13 

32 

Size  of  Cask, 

Diameter  at 
bung. 

65  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

X4 

3 

31 

°2 

4 

51 

5 

8 

6 

11 

7 

14 

8 

17 

9 

20 

10 

24 

Size  of  Cask, 

Diameter  at 
bung. 

65  gallons. 

25  inches. 

No.  of  mciies 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

101 

26 

11 

28 

111 

30 

12 

321 

2 

-*-4 

3 

3  i 

4 

5 

5 

7 

6 

101 

Size  of  Cask, 

Diameter  at 
bung. 

65  gallons, 

25  inches. 

No.  of  inches 
wet  or  dry. 

No.  of  gallons 
in  or  out. 

7 

131 

8 

161 

9 

20 

10 

231 

101 

25 

11 

26.1 

11  L 

28 

12  ' 
30 

12.4 

321 

4 


(  22  ) 


Size  of  Cask, 

Diameter  at 
bung. 

65  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

2 

11 

j^2 

3 

3 

4 

4-i 

5 

7 

6 

10 

7 

13 

8 

16 

9 

19 

10 

22 

Size  of  Cask, 

Diameter  at 
bung. 

66  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

lot 
23  } 

11 

25 

Hi 

27“ 

12 

29 

124 

30* 

13 

32* 

2 

1  2 

3 

3* 

-  4 

5* 

Size  of  Cask, 

Diameter  at 
bung. 

66  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

8 

6 

11 

7 

14 

8 

174 

9 

21 

10 

24 

10* 

26 

11 

28* 

114 

304 

Size  of  Cask, 

Diameter  at 
bung. 

66  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

12 

33 

2 

1  3 
L3 

3 

31 

4 

5J 

5 

7* 

6 

101 

7 

13* 

8 

17* 

9 

20* 

Size  of  Cask, 

Diameter  at 
bung. 

66  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

10 

24 

10* 

26 

11 

27* 

lli 

29 

12 

31 

12* 

33 

2 

ii 

x2 

3 

31 

4 

5 

Size  of  Cask, 

Diameter  at 
bung. 

66  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry, 
Na  of  gallons 
in  or  out. 

5 

7 

6 

10 

7 

13 

8 

16 

9 

191 

10 

221 

101 

24 

11 

26 

hi 

27| 

Size  of  Cask, 

Diameter  at 
bung. 

67  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

291 

121 

31 

13 

33 

2 

1  3 

4 

3 

3* 

4 

6 

5 

8* 

6 

Hi 

7 

141 

Size  of  Cask, 

Diameter  at 
bung. 

67  gallons. 
25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

8 

18 

9 

21J 

10 

25 

101 
27  " 

it 

29>- 

Hi 

311 

12 

331 

2 

1* 

3 

3* 

Size  of  Cask, 

Diameter  at 
bung. 

67  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

5* 

5 

8 

6 

11 

7 

14 

8 

17 

9 

20 

10 

231 

10i 

254 

11 

27* 

Size  of  Cask, 

Diameter  at 
bung. 

67  gallons, 

26  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

n* 

29  * 

12 

311 

12* 

33* 

2 

1* 

3 

31 

4 

5 

5 

71 

*  2 

6 

10.1 

7 

13  i 

Size  of  Cask, 

Diameter  at 
bung. 

67  gallons. 

26  inches. 

No.  of  inches 

wet  or  dry, 
No.  of  gallons 
in  or  out. 

8 

m 

9 

19* 

10 

23 

10* 

24* 

11 

26* 

11* 

28 

12 

30 

124 

314 

13 

33* 

(  23  ) 


Size  of  Cask, 

Diameter  at 
bung, 

68  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

1 £ 
X4 

3 

31 

4 

5| 

5 

81 

6 

111 

7 

15 

8 

18 

9 

22 

10 

26 

Size  of  Cask, 

Diameter  at 
bung. 

68  gallons. 

25  inches. 

No.  of  inches 

wet  or  dry, 
No.  of  gallons 
in  or  out. 

104 

28 

11 

30 

Hi 

32 

12 

34 

2 

1  3 

X4 

3 

31 

4 

54 

5 

8 

6 

11 

Size  of  Cask, 

Diameter  at 
bung, 

68  gallons. 

25  inches.  ^  ! 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

14 

8 

171 

i  /  2 

9 

201 

10 

24 

104 

26 

11 

28 

114 

30 

12 

32 

121 

34 

Size  of  Cask, 

Diameter  at 
bung. 

68  gallons. 

26  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

U 

3 

31 

4 

5 

5 

71 

'  4 

6 

10 

7 

131 

8 

161 

9 

194 

10 

23 

Size  of  Cask, 

Diameter  at 
bung. 

■ 

69  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

101 

24i 

11 

26.1 

ill 

xx2 

28 

12 

30 

121 

32 

13 

34 

2 

x4 

3 

3| 

4 

6 

Size  of  Cask, 

Diameter  at 
bung. 

69  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

8  1 

6 

12 

7 

15 

8 

181 

9 

211 

10 

25 

104 

27 

11 

294 

114 

32 

Size  of  Casa, 

Diameter  at 
bung. 

69  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

341 

2 

1  3 
X4 

3 

34 

4 

51 

5 

8 

6 

11 

7 

141 

8 

I71 

L  /  2 

9 

21 

Size  of  Cask, 

Diameter  at 

bung. 

69  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

10 

24J 

10J 

26 

11 

28 

Hi 

30 

12 

32  . 

121 

341 

2 

1£ 

3 

3 

4 

5 

Size  of  Cask, 

Diameter  at 
bung. 

69  gallons. 

26  inches. 

No  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

71 

'  2 

6 

10£ 

7 

13* 

8 

161 

JU 

9 

20 

10 

23 

101 

25 

11 

26J 

in 

281 

Size  of  Cask, 

Diameter  at 
bung. 

70  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

30 1 

12  i 
32 § 

13 

341 

2 

X  4 

3 

31 

4 

5J 

5 

81 

6 

12 

7 

151 

Size  of  Cask, 

Diameter  at 
bung. 

70  gallons. 
25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

19 

9 

22 

10 

26 

101 

28" 

11 

30 

111 

321 

12 

35 

2 

x  4 

3 

34 

(  24  ) 


Size  of  Cask, 

Diameter  at 
bung. 

70  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

54 

5 

8 

6 

114 

7 

144 

8 

174 

9 

21 

10 

25 

104 

27 

11 

29 

Size  of  Casa, 

Diameter  at 
bung. 

70  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

m 

31 

12 

33 

124  | 
35 

2 

14 

3 

3 

4 

5 

5 

74 

6 

10 

7 

134 

S.Ze  of  Casa, 

Diameter  at 
bung. 

70  gallons, 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

m 

9 

20 

10 

23 

104 

25 

11 

27 

114 

29 

12 

31 

124 

33 

13 

35 

Size  of  Cash, 

Diameter  at 
bung. 

71  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

1  3 
X4 

3 

4 

4 

6  h 

5 

9 

6 

124 

7 

16 

8 

194 

» 

9 

224 

10 

27 

Size  of  Casa 

Diameter  at 
bung. 

71  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

m 

29 

11 

31 

m 

33 

12 

354 

2 

1  3 

X4 

3 

34 

4 

54 

5 

8 

6 

11 

Size  of  Cask, 

Diameter  at 
bung. 

71  gallons. 

25  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

144 

8 

18 

9 

214 

10 

25 

104 

27 

11 

29 

114 

31 

12 

33 

124 

354 

Size  of  Cask, 

Diameter  at 
bung. 

71  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

13 

3 

31 

4 

54 

5 

8 

6 

104 

7 

13j 

8 

17 

9 

20i 

10 

24 

Size  of  Cask, 

Diameter  at 
bung. 

✓ 

72  gallons. 

24  inches. 

No.  ol  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

101 

25 1 

11 

271 

in 

29f 

12 

314 

124 

33i 

13 

35> 

2 

1  3 

3 

4 

4 

61 

Size  of  Cask, 

Diameter  at 
bung. 

72  gallons. 

24  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

9 

6 

124 

7 

16 

8 

195 

9 

931 

10 

274 

104 

294 

11 

311 

m 

334 

Size  of  Cask, 

Diameter  at 
bung. 

72  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

12 

36 

2 

1  3 

3 

Q  3 
O4 

4 

6 

5 

84 

6 

114 

7 

15 

8 

18| 

9 

22 

Size  of  Cask, 

Diameter  at 
bung. 

72  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

10 

2  54 

104 

274 

11 

294 

Hi 

m 

12 

334 

121 

•a 

36 

2 

1 3 

1 4 

3 

34 

4 

5.4 

(  25'  ) 


Size  of  Cask, 

Diameter  at 
bung. 

72  gallons. 

26  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

8 

6 

11 

7 

14 

8 

17* 

9 

21 

10 

244 

m 

16 

11 

28 

Hi 

30 

Size  of  Cask, 

Diameter  at 
bung. 

73  gallons. 

24  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

32 

12* 

34 

13 

36 

2 

2 

3 

4 

4 

64 

5 

91 

J2 

6 

12* 

7 

16* 

Size  of  Cask, 

Diameter  at 
bung. 

73  gallons. 
25  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

20 

9 

24 

10 

28 

104 

30 

11 

32 

1U 

34 

12 

36* 

2 

1 3 

±4 

3 

3! 

Size  of  Cask, 

Diameter  at 
bung. 

73  gallons. 

25  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

6 

5 

84 

6 

111 

7 

144 

8 

18 

9 

22 

10 

26 

10* 

28 

11 

30 

Size  of  Cask, 

Diameter  at 
bung. 

» 

73  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

114 

32 

12 

34 

124 

364 

2 

1  3 

14 

3 

34 

4 

54 

5 

8 

6 

11 

7 

•14 

Size  of  Cask, 

Diameter  at 
bung. 

73  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

174 

9 

21 

10 

244 

104 

26 

11 

28 

HI 

30 

12 

32 

124 

34 

13 

36* 

Size  of  Cask, 

Diameter  at 
bung. 

74  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

2 

3 

4 

4 

64 

p* 

0 

94 

6 

13 

7 

164 

8 

20 

9 

24 

10 

28* 

Size  of  Cask, 

Diameter  at 
bung. 

74  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

104 

3Qi 

11 

33 

hi 

35 

12 

37 

2 

1  3 

3 

4 

4 

6 

5 

8| 

6 

12 

Size  of  Cask, 

Diameter  at 
bung. 

74  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry, 
N9.  of  gallons 
in  or  out, 

7 

154 

8 

19 

9 

23 

10 

27 

104 

29 

11 

31 

ill 

A12 

33 

12 

35 

124 

37 

Size  of  Cask, 

Diameter  at 
bung. 

75  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

2 

3 

4 

4 

6i 

U2 

5 

9i 

°2 

6 

134 

7 

164 

8 

204 

9 

244 

10 

284 

Size  of  Cask, 

Diameter  at 
bung. 

75  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

> 

104 

31 

11 

334 

Hi 

354 

12 

374 

2 

1 3 

-*-4 

3 

4 

4 

64 

5 

9 

6 

12 

(  26  ) 


Size  of  Casa, 

Diameter  at 
bung. 

75  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

1 5| 

8 

19 

9 

23 

10 

27 

104 

29 

11 

31 

114 

JLi 

33 

12 

35 

121 
37 1 

Size  of  Cask, 

Diameter  at 
bung. 

75  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

2 

X4 

3 

31 

4 

6 

5 

8| 

6 

H| 

7 

14 1 

8 

18 

9 

22 

10 

2o| 

Size  of  Cask, 

Diameter  at 
bung. 

76  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

104 

27 

11 

29 

hi 

31 

12 

33 

12 1 

35 

13 

37 1 

2 

2 

3 

4 

4 

7 

Size  of  Cask, 

Diameter  at 
bung, 

76  gallons. 

24  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out , 

5 

10 

6 

133 

7 

173 

8 

21 

9 

244 

10 

29 

104 

31 

11 

334 

111 

351 

Size  of  Cask, 

Diameter  at 
bung, 

76  gallons.  # 

25  inches-. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

38 

2 

X4 

3 

4 

4 

6| 

5 

94  ’ 

6 

13 

7 

164 

8 

20 

9 

24 

Size  of  Cask, 

Diameter  at 
bung. 

76  gallons. 

26  inches. 

No  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

10 

28 

104 

30" 

11 

32 

111 

34 

12 

36 

121 

38 

2 

1  3 

x4 

3 

3| 

4 

6 

Size  of  Cask, 

Diameter  at 
bung. 

76  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry, 
Np.  of  gallons 
in  or  out. 

5 

8J 

6 

ill 

XX2 

7 

141 

8 

174- 

9 

21 

10 

25 

104 

27 

11 

29 

114 

31 

Size  of  Cask, 

Diameter  at 
bung, 

77  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

33 

12J 

351 

13 

38 

2 

2 

3 

4 

4 

6| 

5 

94 

6 

134 

7 

16! 

Size  of  Cask, 

Diameter  at 
bung. 

77  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

20 

9 

24 

10 

28 

10J 

30 

11 

32 

114 

34 

12 

36 

121 

381 

2 

x4 

Size  of  Cask, 

Diameter  at 
bung. 

77  gallons. 

26  inches. 

No.  of  inches 

wet  or  dry> 
No.  of  gallons 
in  or  out. 

3 

3? 

4 

51 

5 

8 

6 

11| 

7 

141 

Z4 

8 

18 

9 

22 

10 

26 

10| 

28 

Size  ot  Cask, 

Diameter  at 
bung. 

77  gallons'. 

27  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

11 

30 

in 

32" 

12 

34 

12 1 
30 

13 

384 

2 

x4 

3 

3| 

4 

54 

5 

74 

(  27  ) 


Size  of  Cask, 

Diameter  at 
hung. 

77  gallons. 

27  inches. 

No.  of  inches 

wet  or  dry, 
No.  of  gallons 
in  or  out. 

6 

101 

7 

14 

8 

174 

9 

21 

10 

244 

10i 

26 

11 

28 

in 

30 

12 

32 

Size  of  Cask, 

Diameter  at 
bung, 

78  gallons. 

25  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 1 
34 

13 

36 

131 
38  i 

2 

2 

3 

4 

4 

64 

5 

94 

6 

13 

7 

164 

Size  of  Cask, 

Diameter  at 
bung. 

78  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

20 

9 

24 

10 

284 

10  i 
301 

11 

324 

lli 

35 

12 

37 

124 

39 

2 

1 2 

±4 

Size  of  Cask, 

Diameter  at 
bung. 

78  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

34 

4 

6 

5 

8i 

°2 

6 

Hi 

7 

15 

8 

184 

9 

22 

10 

26 

10  i 

28 

Size  of  Cask, 

Diameter  at 
bung. 

78  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

11 

30 

Hi 

±±2 

32 

12 

34 

124 

3  64 

13 

39 

2 

±4 

3 

34 

4 

6 

5 

81 

Size  of  Cask, 

Diameter  at 
bung. 

78  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 
Size  of  Cask, 

Diameter  at 
hung. 

6 

11 

7 

14 

8 

171 

9 

21 

10 

241 

101 
26 1 

ii 

281 

ill 

±±2 

30 

12 

32 

79  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

m 

344 

13 

364 

131 

39 

2 

§ 

3 

4 

4 

64 

5 

Qi 

J2 

6 

13 

7 

17 

Size  of  Cask, 

Diameter  at 
bung. 

79  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

20J 

9 

241 

10 

29 

101 

31 

11 

33 

ill 

35 

12 

37 

121 

391 

2 

2 

Size  of  Cask, 

Diameter  at 
bung. 

79  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

31 

4 

6 

5 

81 

6 

hi 

7 

15 

8 

19 

9 

22 

10 

26 

10i 

28 

Size  of  Cask, 

Diameter  at 
bung. 

*' 

79  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

11 

30 

QO  1 

12 

35 

121 

4;  2 
37 

13 

391 

2 

X4 

3 

31 

J2 

4 

54 

5 

8 

Size  of  Cask, 

Diameter  at 
bung. 

79  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

11 

7 

141 

8 

18 

9 

21 

10 

244 

104 

264 

11 

29 

Hi 

31 

12 

33 

(  28  ) 


Size  ot  Cask, 

Diameter  at 
bung. 

80  gallons. 

25’  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

12  J 
35 

13 

37 

134 

394 

2 

2 

3 

4 

4 

61 

5 

10 

6 

13 

7 

17 

Size  of  Cask, 

Diameter  at 
bung. 

80  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

21 

9 

25 

10 

29 

10J 

31 

11 

33 

HI 

35J 

12 

38 

124 

40 

2 

2 

Size  of  Cask, 

Diameter  at 
bung. 

80  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

Q  3 

4 

5| 

5 

8 

6 

11 

7 

151 

8 

19 

9 

23 

10 

27 

10  J 

29" 

Size  cf  Cask, 

Diameter  at 
bung. 

80  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

11 

31 

1  1  1 

ii2 

33 

12 

35 

124 

374 

13 

40 

2 

2 

3 

Q3, 

4 

54 

5 

8 

Size  of  Cask, 

Diameter  at 
bung, 

80  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

11 

7 

14 

8 

18 

9 

211 

10 

25 

11 

29 

111 

31 

12 

33 

124 

35 

Size  of  Cask, 

Diameter  at 
bung. 

81  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

37^ 

m 

40 

2 

2 

3 

4 

4 

6i 
u  2 

5 

10 

6 

13 

7 

17 

8 

21 

Size  of  Cask, 

Diameter  at 
bung. 

81  gallons. 
26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

25 

10 

29 

10J 

31 

11 

33 

HI 
35 1 

12 

38 

12  k 
40| 

2 

2 

3 

4 

Size  of  Cask, 

Diameter  at 
bung. 

81  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

6 

5 

% 

6 

13 

7 

16£ 

8 

20 

9 

24 

10 

28 

11 

32 

Hi 

34 

Size  of  Cask, 

Diameter  at 
bung. 

81  gallons. 

27  inches. 

No.  of  inches 
wet.  or  dry. 
No.  of  gallons 
in  or  out. 

12 

36 

12i 

38" 

13 

401 

2 

1  ^ 
X4 

3 

3‘V 

4 

5| 

5 

84 

6 

114 

7 

144 

Size  of  Cask, 

Diameter  at 
bung. 

81  gallons. 

27  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

18 

9 

22 

10 

25J 

104 

274 

11 

29  5 

HI 

314 

12 

334 

124 

36 

13 

38 

Size  of  Cask, 

Diameter  at 
bung. 

82  gallons. 

25  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

L3i 

401 

2 

2 

3 

4 

4 

61 

l,4 

5 

10 

6 

134 

7 

17 

8 

204 

9 

244 

(  ) 


Size  of  oasK, 

Diameter  at 
hung. 

82  gallons. 

26  inches. 

N  o.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

10 

281 

104 

304 

11 

33 

Hi 

35 

12 

37i 

124 

41 

2 

2 

3 

4 

4 

6 

Size  of  Cask, 

Diameter  at 
hung. 

82  gallons. 

26  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

QI 

v  2 

6 

13 

7 

161 

8 

20 

9 

24 

10 

28 

10i 

30 

11 

32J 

114 

344 

Size  of  Cask, 

Diameter  at 
hung. 

82  gallons. 

27  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out* 

12 

36  4 

124 

39 

13 

41 

2 

2 

3 

31 

4 

5  1 

5 

8.V 

6 

1U 

7 

14.V 

Size  of  Cask, 

Diameter  at 
bung. 

82  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

18 

9 

22 

91 

•'2 

14 

10 

26 

104 

28 

11 

30 

111 

32 

12 

34 

124 

36 

Size  of  Cask, 

Diameter  at 
hung. 

83  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

381 

134 

41 

2 

2 

3 

4 

4 

61 

5 

10 

6 

134 

7 

174 

8 

21.4 

Size  of  Cask, 

Diameter  at 
bung. 

83  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

25.1 

94 

28 

10 

30 

101 

32" 

11 

35 

m 

37“ 

12 

39 

121 

4U 

2 

2 

Size  of  Cask, 

Diameter  at 
bung. 

83  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

4 

4 

6!r 

5 

91 

6 

13 

7 

161 

8 

20 

9 

24 

91 

26 

10 

28 

Size  of  Casa, 

Diameter  at 
hung. 

1  .  . 

83  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry, 
N9.  of  gallons 
in  or  out. 

104 

301 

11 

33 

114 

35 

12 

37 

12i 

39" 

13 

414 

2 

2 

3 

34 

4 

•51 

Size  of  Cask, 

Diameter  at 
hung. 

83  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

8§ 

6 

111 

7 

144 

8 

18 

9 

22 

91 
* J2 

24 

10 

26 

101 

28 

11 

30 

Size  of  Cask, 

Diameter  at 
hung. 

* 

84  gallons. 

25  inches. 

No  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

JH 

32" 

12 

34 

121 

36J 

13 

39 

134 
41 1 

2 

2 

3 

4 

4 

64 

5 

10 

Size  of  Casa, 

Diameter  at 
hung, 

84  gallons. 

25  inches. 

No.  of  inches 
wet.  or  dry. 
No.  of  gallons 
in  or  out . 

6  |  7 
I3J  |  18 

8 

22 

9 

26 

91 

''2 

28 

in 

30  5 

101 
32  4 

11 

35 

1.1J 

374 

(  ao  ) 


Size  of  Cask, 

Diameter  at 
bung, 

84  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry, 
Na  of  gallons 
in  or  out. 

12 

391 

12! 

42 

2 

2 

3 

4 

4 

61 

U2 

5 

% 

6 

13 

7 

164 

8 

20 

Size  of  Cask, 

Diameter  at 
bung. 

84  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

9 

24. V 

91 

261 

10 

29 

101 

3U 

11 

331 

Hi 

A12 

36 

12 

38 

121 

40 

13 

42 

Size  of  Cask, 

Diameter  at 
bung. 

84  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

2 

3 

34 

4 

51 

5 

81 

6 

111 

7 

15 

8 

18* 

9 

221 

91 

241 

Size  of  Cask, 

Diameter  at 
bung. 

84  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

10 

26^ 

101 

29 

11 

31 

hi 

33 

12 

35 

121 

37 

13 

391 

131 

42 

2 

2 

Size  of  Cask, 

Diameter  at 
bung. 

85  gallons. 

25  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

3 

4 

4 

61 

u2 

5 

10 

6 

13| 

7 

18 

8 

22 

9 

26 

91 

J  2 
28 

10 

30i 

Size  of  Cask, 

Diameter  at 
bung. 

85  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

101 

33 

11 

35 

in 

37 

12 

40 

121 

42  j 

2 

2 

3 

4 

4 

61 

U2 

5 

91 

V2 

Size  of  Cask, 

Diameter  at 
bung. 

85  gallons. 

26  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

13 

7 

164 

8 

20 

9 

241 

91 

261 

10 

29 

10* 

31 

11 

33i 

HI 

36 

Size  of  Cask, 

Diameter  at 
bung. 

85  gallons. 

27  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

38 

121 

40“ 

13 

42  i 

2 

2 

3 

31 

4 

51 

5 

8* 

6 

HI 

7 

15 

Size  of  Cask, 

Diameter  at 
bung. 

85  gallons. 

27  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

181 

9 

221 

91 

241 

10 

261 

101 

29 

11 

31 

HI 

33 

12 

351 

121 

38 

Size  of  Cask, 

Diameter  at 
bung, 

86  gallons. 

26  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

40 

131 

421 

2 

2 

3 

4 

4 

61 

U2 

5 

10 

6 

13 

7 

17 

8 

21 

Size  of  Cask, 

Diameter  at 

hung. 

86  gallons. 

26  inches. 

No.  of  mcties 

wet  or  dry, 
N9.  of  gallons 
in  or  out. 

9 

25 

91 

27 

10 

29  J 

lO.V 

32“ 

11 

34 

hi 

36 

12 

38 

12* 

40 

13 

43 

(  31  ) 


OI  Ufl.SK> 

Diameter  at 
bung. 

86  gallons. 

27  inches. 

No.  oi'  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out, 

2 

2 

3 

4 

4 

6 

5 

9 

6 

12 

7 

15-! 

8 

19! 

9 

23 

9! 

25 

Size  of  Cask, 

Diameter  at 
bung. 

86  gallons. 

27  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

10 

27 

101 

29 

n 

31! 

111 

34 

12 

36 

12! 

38 

13 

40 

131 

43 

2 

2 

Size  of  Cask, 

Diameter  at 
bung. 

86  gallons. 

28  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

3f 

4 

51 

5 

8 

6 

1 1 1 

±a-2 

7 

15 

8 

18i 

9 

22 

91 

J2 

24 

10 

26 

Size  of  Cask, 

Diameter  at 
bung. 

86  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

10  i 

28 

11 

30 

111 

32 

12 
34  ’ 

12! 

36 

13 

39 

m 

41 

14 

43 

2 

2 

Size  of  Cask, 

Diameter  at 
bung. 

87  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

4 

4 

fti 

U2 

5 

10 

6 

13| 

7 

17| 

8 

21! 

9 

251 

91 

28 

10 

30 

Size  of  Cask, 

Diameter  at 
bung. 

87  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

10| 

32 

11 

35 

11! 

37 

12 

39 

12! 

41 

13 

43! 

2 

2  • 

3 

4 

4 

u2 

Size  of  Cask, 

Diameter  at 
bung. 

87  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

91 

6 

121 

7 

16 

8 

20 

9 

24 

Q1 

26 

10 

28! 

10| 

31 

11 

33 

Size  of  Casa, 

Diameter  at 
bung. 

87  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  ga  lions 
in  or  out, 

111 

±J~2 

35 

12 

37! 

12! 

39 

13 

41 

131 

43! 

2 

2 

3 

4 

4 

6 

5 

8! 

Size  of  Cask, 

Diameter  at 
bung. 

87  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry, 
N9.  of  gallons 
in  or  out. 

6 

11! 

7 

14! 

8 

18 

9 

22! 

9| 

24! 

10 

26! 

101 

29“ 

11 

31! 

Hi 

33 

Size  of  Cask, 

Diameter  at 
bung. 

88  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

35 

12  J 
37 

13 

39 

13! 

41 

14 

43! 

2 

2 

3 

4 

4 

U2 

5 

10 

Size  of  Cask, 

Diameter  at 
bung, 

88  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

13i 

7 

17 

8 

21J 

9 

26 

10 

30 

,  101 

32“ 

11 

34! 

HI 

37 

► 

12 

391 

(  32  ) 


Size  of  Cask, 

Diameter  at 
bung. 

88  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

12j 

42 

13 

44 

2 

2 

3 

4 

4 

6 

5 

9 

6 

121 

7 

16 

8 

20 

Size  of  Cask, 

Diameter  at 
bung, 

88  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

24 

26 

10 

28 

101 

30 

11 

32 

11 1 
±±2 

34 

12 

361 

121 

39 

13 

41 

Size  of  Cask, 

Diameter  at 
bung. 

88  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

13  i 
44 

2 

2 

3 

4 

6 

5 

81 

6 

Hi 

7 

15 

8 

181 

9 

22 

Size  of  Cask, 

Diameter  at 
bung. 

88  gallons. 

28  inches. 

No.  ot  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

Ul 

24 

10 

26 

10* 

28 

11 

31 

HI 

33 

12 

36 

121 

38 

13 

40 

131 

42 

Size  of  Cask, 

Diameter  at 
bung. 

89  gallons. 

26  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out, 

14 

44 

2 

2 

3 

4 

4 

61 

5 

10 

6 

131 

7 

171 

8 

211 

9 

26 

Size  of  Cask, 

Diameter  at 
bung. 

89  gallons. 

26  inches. 

l\o.  ot  xnciies 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

Ul 

J2 

28 

10 

30  J 

10* 

33 

11 

35 

iii 

H2 

37 

12 

39* 

121 

44 

13 

44 

2 

2 

Size  of  Cask, 

Diameter  at 
bung. 

89  gallons.  / 

27  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

4 

4 

6  a 
y,2 

O 

9 

6 

121 

7 

16 

8 

20 

9 

23i 

9i 

26 

10 

28 

Size  of  Cask, 

Diameter  at 
bung. 

89  gallons. 
28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

101 

30 

11 

32  i 

111 

35 

12  | 12J 
37  |  39 

13 

42 

131 

44-1 

2 

2 

3 

4 

Size  ot  Cask, 

Diameter  at 
bung. 

89  gallons. 

28  inches. 

No.  of  inches 

wet  or  dry, 
No.  of  gallons 
in  or  out. 

4 

6 

5 

8J 

6 

Hi 

7 

15 

8 

19 

9 

23 

Q1 

v2 

25 

10 

27 

101 

29 

Size  ot  Cask,  , 

Diameter  at  !  — 

bung. 

90  gallons. 
26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

n 

34 

Hi 

33 

12 

35 

101 

1-  2 

or) 

O/ 

13 

40 

13  J 
42 

14 

441 

2 

2 

3 

4 

Size  ot  Cask, 

Diameter  at 
bung. 

90  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

4 

6J 

5 

10 

6 

14 

7 

174 

8 

22 

9 

26 

Q1 

V2 

28 

To 

30 

101 

32 

(  «  ) 


Size  of  Cask, 

Diameter  at 
bung. 

90  gallons. 

27  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

11 

35 

111 
XJ  2 

37 

12 

40 

121 

42 

13 

45 

2 

2 

3 

4 

4 

61 

5 

91 

2 

Size  of  Cask, 

Diameter  at 
bung. 

90  gallons. 

27  inches. 

No.  of  inches 

wei  or  dry. 
No.  of  gallons 
in  or  out. 

6 

12i 

7 

16 

8 

20 

9 

24 

91 

J  2 
26 

10 

28  J 

101 

31 

11 

33 

111 

X±2 

35 

Size  of  Cask, 

Diameter  at 

bung. 

90  gallons. 

28  inches. 

No.  of  inches 

wot  or  dry. 
No.  of  gallons  • 
in  or  out. 

12 

37 1 

12 1 
40 

13 

42 

131 

45 

2 

2 

3 

4 

4 

6i 

5 

9 

6 

12 

Size  of  Cask, 

Diameter  at 
bung. 

90  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

15 

8 

19 

9 

23 

91 

2 

25 

10 

27 

101 

29 

11 

31 

hi 

33 

12 

351 

Size  of  Cask, 

Diameter  at 
bung. 

91  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

m 

38 

13 

40 

131 

42 

14 

45, 

2 

2i 

3 

41 

4 

6J 

5 

91 

6 

14 

Size  of  Cask, 

Diameter  at 
bung. 

91  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

18 

8 

22 

9 

27 

91 

J2 

29 

10 

31 

10.1 

33 

11 

35 

111 

371 

12 

40 

Size  of  Cask, 

Diameter  at 
bung. 

91  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  »^ut. 

121 
42  i 

13 

451 

2 

21 

3 

41 

4 

5 

9i 

J  2 

6 

13 

7 

16J 

8 

20| 

Size  of  Cask, 

Diameter  at 
bung. 

91  gallons. 

27  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

24 

91 

26 

10 

281 

101 

31 

11 

33 

m 

351 

12 

38 

121 

40 

13 

42  J 

Size  of  Cask, 

Diameter  at 
bung. 

91  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

134 

4o| 

2 

2 

3 

4 

4 

6 

5 

9 

6 

12 

7 

15J 

8 

19 

9 

23 

Size  of  Cask, 

Diameter  at 
bung. 

91  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

9i 

J2 

25 

10 

27 

101 

29 

11 

31| 

111 

34 

12 

36 

121 

38 

13 

401 

131 

43 

Size  of  Cask, 

Diameter  at 
bung. 

92  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 

in  or  out. 

14 

451 

2 

2 

3 

4| 

4 

61 

5 

qi 

6 

14 

7 

181 

8 

221 

9 

27 

(  34  ) 


Stze'of  Cask, 

Diameter  at 
bung. 

92  gallons. 

26  inches. 

i\u.  of  Indies 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

°2 

39 

10 

31! 

10J 

34 

11 

36 

Hi 

X±2 

38 

12 

41 

12! 

43 

13 

46 

2 

2 

Size  of  Cask, 

Diameter  at 
bung. 

92  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

4 

4 

6 

5 

9 

6 

12 

7 

16 

8 

19! 

9 

23! 

9! 

26 

10 

28 

Size  of  Cask, 

Diameter  at 
bung, 

92  gallons. 
28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

104 

30 

11 

33 

Hi 

35 

12 

38 

12! 

40 

13 

43 

13! 

46 

2 

2 

3 

4 

Size  of  Cask, 

Diameter  at 
bung. 

92  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

6 

5 

9 

6 

12 

7 

15! 

8 

19 

9 

23 

9i 

J  2 

25 

10 

27 

10! 

29 

Size  of  Cask, 

Diameter  at 
bung. 

93  gallons. 
26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

11 

31! 

Hi 

33! 

12 

36 

12! 

38! 

13 

41 

13! 

43 

14 

46 

2 

2 

3 

41 

^2 

Size  of  Cask, 

Diameter  at 
bung. 

93  gallons. 

26  inches. 

No.  of  nicties 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

7 

5 

10 

6 

14 

7 

18 

8 

22! 

9 

27 

91 

U2 

29| 

10 

32 

10! 

34 

Size  of  Cask, 

Diameter  at 
bung, 

93  gallons. 

27  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

11 

36 

Hi 

38 

12 

41 

12! 

43! 

13 

46! 

2 

2 

3 

4 

4 

6i 

U2 

5 

91 

0  2 

Size  of  Cask, 

Diameter  at 
bung. 

93  gallons. 

27  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

12| 

7 

16! 

8 

20! 

9 

24! 

91 

^2 

27 

10 

29 

10! 

31 

11 

33! 

Hi 

36 

Size  of  Cask, 

Diameter  at 
bung. 

< 

93  gallons. 

28  inches. 

No.  of  inches 

wet  or  dry, 
N9.  of  gallons 
in  or  out. 

12 

38 

121 

40  ^ 

13 

43 

13! 

46! 

2 

2 

3 

4 

4 

6 

5 

9 

6 

12 

Size  of  Cask, 

Diameter  at 
bung. 

93  gallons. 

28  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

16 

8 

20 

9 

24 

91 

'-2 

26 

10 

28 

10i 

30 

11 

32! 

Hi 

35 

12 

37 

Size  of  Cask, 

Diameter  at 
bung. 

94  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

41 1 

m 

44 

14 

46! 

2 

2 

3 

4  i 

4 

7 

5 

10 

6 

14 

7 

19 

(  35  ) 


Size  of  Cask, 

Diameter  at 
bung. 

94  gallons. 

26  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

23 

9 

28 

91 

V2 

30 

10 

321 

10! 

35 

11 

37 

ni 

39| 

12 

42 

12^ 

44 

Sizecf  Cask, 

Diameter  at 
bung. 

94  gallons. 

27  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

47 

2 

31 

3 

41 

4 

7 

5 

10 

6 

13! 

7 

17 

8 

21 

9 

25 

Size  of  Casa, 

Diameter  at 
bung. 

94  gallons. 

27  inches. 

No  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

9i 

27 

10 

291 

101 

32 

11 

34 

Hi 

X±2 

36 

12 

39 

121 

41 

13 

44 

13! 

47 

Size  of  Cask, 

Diameter  at 
bung. 

94  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

2 

3 

4 

4 

6 

5 

9 

6 

12 

7 

16 

8 

20 

9 

24 

91 

J2 

26 

Size  of  Cask, 

Diameter  at 
bung. 

94  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

10 

28 

10§ 

30 

11 

111 

34! 

12 

37 

13 

42 

rsi 

14 

47 

2 

^  2 

Size  of  Cask, 

Diameter  at 
bung. 

95  gallons. 

26  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

41 

4 

71 

'  2 

5 

10| 

6 

14| 

7 

19! 

8 

24 

9 

28! 

91 

2 

31 

10 

33 

Size  of  Cask, 

Diameter  at 
bung. 

95  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

10.4 

35 J 

11 

37 

HI 

39! 

12 

42 

12! 

44! 

13 

47! 

2 

2 

3 

41 

4 

7 

Size  of  Cask, 

Diameter  at 
bung. 

95  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

10 

6 

13 1 

7 

17 

8 

21! 

9 

26 

91 

'J‘2 

28 

10 

30 

101 

32 

11 

34! 

Size  of  Cask, 

Diameter  at 
bung. 

95  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

111 

±±2 

37 

12 

39i 

12! 
41 1 

13 

44! 

13.1 

47| 

2 

2 

3 

4 

4 

6! 

5 

9 

Size  of  Cask, 

Diameter  at 
bung. 

95  gallons. 

28  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

m 

7 

16 

8 

20 

9 

24 

91 

26 

10 

281 

10! 

31 

11 

33 

Hi 

35' 

Size  of  Cask, 

Diameter  at 
bung. 

/ 

96  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry, 
Np.  of  gallons 
in  or  out. 

12 

37  i 

121 
39 1 

13 

42^ 

m 

45 

14 

47^ 

2 

2 

3 

4 

4 

7 

5 

10^ 

(  36  ) 


Size  of  Cask, 

Diameter  at 
bung. 

96  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry, 
Np.of  gallons 
in  or  out. 

6 

14 

7 

18 

8 

22 

9 

26 

91 
28  l 

10 

31 

101 

331 

11 

36 

111 

381 

Size  of  Cask, 

Diameter  at 
hung. 

96  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

41 

13 

46 

131 

48 

2 

2 

3 

4 

4 

6| 

5 

9 

6 

m 

7 

161 

Size  of  Cask, 

Diameter  at 
bung. 

96  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

201 

9 

24  i 

91 

261 

10 

28  i 

101 

31 

11 

33 

Hi 

35 

12 

371 

121 

40 

Size  of  Cask, 

Diameter  at 
hung. 

96  gallons. 

29  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

42J 

131 

45 

14 

48 

2 

2 

3 

4 

4 

6 

5 

9 

6 

12 

7 

15i 

Size  of  Cask, 

Diameter  at 
bung. 

96  gallons. 

29  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

8 

19 

9 

23 

91 

25 

10 

27 

104 

29 

11 

31 

iii 

33 

12 

36 

12| 

38 

Size  of  Cask, 

Diameter  at 
bung. 

97  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

40  J 

134 

42 

14 

45 

141 

48 

2 

2 

3 

4 

4 

7 

5 

10| 

6 

14 

Size  of  Cask, 

Diameter  at 
bung. 

97  gallons. 

27  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

181 

8 

22i 

9 

27 

Q1 

2 

29 

10 

311 

101 

34 

11 

361 

Ill 

39 

12 

41 

Size  of  Cask, 

Diameter  at 
bung. 

97  gallons. 

28  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

121 

43 

13 

46 

131 

481 

2 

2 

3 

4 

4 

61 

5 

91 

6 

121 

7 

161 

Size  of  Cask, 

Diameter  at 
bung. 

97  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out.. 

8 

201 

9 

25 

91 

27 

10 

29 

101 

31 

11 

33 1 

Hi 

36 

12 

38 

m 

40' 

Size  of  Cask, 

Diameter  at 
bung. 

97  gallons. 

29  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

43 

131 

45 

14 

481 

2 

2 

3 

4 

4 

6 

5 

9 

6 

12 

7 

16 

Size  of  Cask, 

Diameter  at 
hung. 

97  gallons. 

29  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out.. 

8 

19J 

9 

23 1 

91 

25J 

10 

271 

101 

291 

1 1 

311 

111 

34 

12 

36 1 

121 

39 

(  37  ) 


Size  of  Cask, 

Diameter  at 
hong. 

98  gallons. 

27  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

41 

134 

43 

14 

46 

14* 

48* 

2 

2 

3 

44 

4 

71 

'2 

5 

10* 

6 

14 

Size  of  Cask, 

Diameter  at 
bung. 

98  gallons. 

27  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 
Size  of  Cask, 

Diameter  at 
bung. 

7 

18* 

8 

23 

9 

97i 

2 

9* 

30 

10 

32 

10* 

34 

11 

36* 

11J 

39 

12 

41* 

98  gallons. 

28  inches. 

No.  of  inches 

wet.  or  dry. 
No.  of  gallons 
in  or  out. 

12* 

44 

13 

464 

134 

49 

2 

2 

3 

4* 

4 

7 

5 

10 

6 

13 

7 

16* 

Size  of  Cask, 

Diameter  at 

bung. 

98  gallons. 

28  inches. 

No  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

21 

9 

26 

Qi 

V2 

28 

10 

304 

10* 

33 

11 

35 

11  1 
37 

12 

39 

12* 

41* 

Size  of  Cask, 

Diameter  at 
bung. 

98  gallons. 

29  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

44 

134 

43 

14 

49 

2 

2 

3 

4 

4 

6 

5 

9 

6 

12* 

7 

16 

Size  of  Cask, 

Diameter  at 
bung. 

98  gallons. 

29  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

20 

9 

24 

91 

26 

10 

28 

10* 

30 

ii 

32* 

11* 

35 

12 

37 

12* 

39 

Size  of  Cask, 

Diameter  at 
bung. 

99  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

41* 

13* 

44 

14 

46 

14* 

49 

2 

2* 

3 

4* 

,4 

8 

5 

11 

6 

14 

Size  of  Cask, 

Diameter  at 
bung. 

99  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

18* 

8 

23 

9 

27* 

% 

30 

10 

32 

104 

344 

11 

37 

Hi 

39 

12 

42 

Size  of  Cask, 

Diameter  at 
hung. 

99  gallons. 

28  inches. 

No.  of  inches 
,  wet  or  dry. 
No.  of  gallons 
in  or  out. 

12| 

44i 

13 

47 

134 

494 

2 

2 

3 

44 

4 

7 

5 

10 

6 

13 

7 

17 

Size  of  Cask, 

Diameter  at 
hung. 

99  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

21 

9 

254 

Q 1 

28  ‘ 

10 

30 

104 

32 

ii 

34* 

n* 

37 

12 

39 

12  b 

41 

Size  of  Cask, 

Diameter  at 
bung. 

99  gallons. 

29  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

44 

134 

464 

14 

49 

2 

2 

3 

4 

4 

6 

5 

9 

6 

124 

7 

16 

6 


(  38  ) 


Size  of  Cask, 

Diameter  at 
bung, 

99  gallons. 

29  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

8 

20 

9 

24 

9| 

26 

10 

28J 

101 

31 

11 

33 

Hi 

35 

12 

371 

121 

40 

Size  of  Cask, 

Diameter  at 
bung. 

100  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

42 

134 

44 

14 

47 

144 

494 

2 

2 

3 

5 

4 

74 

5 

11 

6 

141 

Size  of  Cask, 

Diameter  at 
bung. 

100  gallons. 

27  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

19 

8 

23i 

9 

274 

94 

30 

10 

324 

104 

35 

11 

374 

114 

40 

12 

424 

S.ze  of  Cask, 

Diameter  at 
bung. 

100  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

m 

45 

13 

474 

131 

50 

2 

2 

3 

4 

4 

5 

Qi 

V2 

6 

13 

7 

174 

Size  of  Cask, 

Diameter  at 
bung. 

100  gallons. 

28  inches. 

No  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

211 

9 

26 

Qi 

V2 

28 

10 

30 

101 

32 

11 

34| 

111 

112 

37 

12 

391 

12| 

42 

Size  of  Cask, 

Diameter  at 
bung. 

100  gallons. 

29  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

44 1 

13§ 

47 

14 

50 

2 

2 

3 

4 

4 

(U 

5 

9i 

V2 

6 

121 

7 

16 

Size  of  Cask, 

Diameter  at 
bung. 

100  gallons. 

29  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out.. 

8 

20 

9 

24 

n 

26 

10 

28 

i°i 

30 

11 

324 

114 

35 

12 

37 

121 

391 

Size  of  Cask, 

Diameter  at 
bung. 

101  gallons. 

27  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

42 

131 
44  ! 

14 

47 

144 

50 

2 

2 

3 

5 

4 

74 

5 

11 

6 

141 

Size  of  Cask, 

Diameter  at 
bung, 

101  gallons. 

27  inches. 

No.  of  inches 

wet  or  dry, 
No.  of  gallons 
in  or  out. 

7 

18J 

8 

23 

9 

271 

94 

30 

10 

32 

101 

34 

11 

37 

111 

394 

12 

42 

Size  of  Cask, 

Diameter  at 
bung, 

101  gallons. 

28  inches. 

No.  of  inches 

wet  or  dry, 
No.  of  gallons 
in  or  out. 

13 

47| 

131 

501 

2 

2 

3 

4 

4 

64 

5 

Ql 

V2 

6 

13 

7 

17 

8 

21 

Size  of  Cask, 

Diameter  at 
bung. 

101  gallons. 

28  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

251 

Qi 

V2 

28 

10 

30 

101 

321 

11 

35 

Hi 

371 

12 

40 

124 

42 

13 

45 

(  39  ) 


Size  of  Cask, 

Diameter  at 
bung, 

101  gallons. 

29  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

m 

471 

14 

501 

2 

2 

3 

4 

4 

5 

91 

6 

125 

7 

161 

8 

20 

Size  of  Cask, 

Diameter  at 
bung. 

101  gallons. 

29  inches. 

\ 

No  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

24i 

91 

261 

10 

28| 

101 

31 

11 

33 

111 

35 

12 

37! 

121 

40 

13 

42| 

Size  of  Cask, 

Diameter  at 
bung. 

102  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

131 

45 

14 

471 

141 
50  J 

2 

2 

3 

4 

4 

61 

5 

Ql 

y2 

6 

13 

7 

17 

Size  of  Cask, 

Diameter  at 
bung. 

102  gallons. 

28  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

21 

9 

25 1 

91 

28 

10 

30 

101 

32 

11 

35 

111 

37 

12 

40 

12! 

42 

Size  of  Cask, 

Diameter  at 
bung. 

102  gallons. 

29  inches. 

No.  of  inches 

wet  or  dry, 
No.  of  gallons 
in  or  out. 

13 

45 

131 

48 

14 

51 

2 

2 

3 

4 

4 

61 

u2 

5 

91 

6 

13 

7 

17 

Size  of  Cask, 

Diameter  at 
bung. 

102  gallons. 

29  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

21 

9 

25 

Ql 

J2 

27 

10 

29 

10| 

31 

11 

331 

li! 

36 

12 

38 

121 

41 

Size  of  Cask, 

Diameter  at 
bung. 

103  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

431 

131 

46 

14 

48 

14 1 
51 

2 

2 

3 

4 

4 

61 

5 

91 

6 

13 

Size  of  Cask, 

Diameter  at 
bung. 

103  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

17 

8 

21 

9 

251 

Ql 

J  2 

28 

10 

31 

10i 

33 

11 

351 

HI 

38 

12 

40! 

Size  of  Cask, 

Diameter  at 
bung. 

103  gallons. 

29  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

13J 

43 

13 

45i 

13| 

48 

14 

514 

2 

2 

3 

4 

4 

64 

5 

9! 

6 

13 

Size  of  Cask, 

Diameter  at 
bung. 

103  gallons. 

29  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

17 

8 

21 

9 

25 

94 

27 

10 

291 

104 

32 

11 

34 

11! 

36! 

12 

38| 

Size  of  Cask, 

Diameter  at 
bung, 

104  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

12  h 

41 

13 

431 

13 1 
46" 

14 

481 

14A 
51  i 

2 

2 

3 

4! 

4 

7 

5 

10 

(  40  ) 


Size  of  Cask, 

Diameter  at 
bung. 

104  gallons. 

28  inches. 

No.  of  inches 
wei  or  dry. 
No.  of  gallons 
in  or  out. 

6 

13* 

7 

17J 

8 

21* 

9 

26 

9i 

28i 

10 

31 

101 

33 

11 

36 

111 

381 

Size  of  Cask, 

Diameter  at 
bung. 

104  gallons. 

29  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

41 

12* 

43' 

13 

46 

134 

49 

14 

52 

2 

2 

3 

4 

4 

61 

5 

10 

Size  of  Cask, 

Diameter  at 
bung, 

104  gallons. 

29  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

m 

7 

17  j 

8 

21  i 

9 

26  i 

91 

281 

10 

301 

101 

321 

11 

341 

111 

37 

Size  of  Cask, 

Diameter  at 
bung. 

105  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

m 

12  J 
42 

13 

44 

13* 

46 

14 

49 

141 

52 

2 

2 

3 

41 

4 

7 

Size  of  Cask, 

Diameter  at 
bung. 

105  gallons. 

28  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

10* 

6 

14 

7 

18 

8 

22 

9 

261 

91 

29 

10 

31  i 

10* 

34 

11 

361 

Size  of  Cask, 

Diameter  at 
bung. 

105  gallons. 

29  inches. 

No.  of  inches 

wet  or  dry, 
N9.  of  gallons 
in  or  out. 

Hi 

39 

12 

41  i 

12  i 
44 

13 

46 1 

131 

49i 

14 

52 1 

2 

2 

3 

4* 

4 

7 

Size  of  Cask, 

Diameter  at 
bung. 

105  gallons. 

29  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

10 

6 

13 

7 

17 

8 

21 1 

9 

26 

Ql 

28 

10 

30* 

10* 

33 

11 

35 

Size  of  Cask, 

Diameter  at 
bung, 

106  galls. 

28  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  put. 

Hi 

37i 

12 

40 

13* 

42 

13 

44 1 

13* 

47 

14 

491 

141 

521 

2 

2* 

3 

5 

Size  of  Cask, 

Diameter  at 
bung. 

106  gallons. 

28  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

7  1 

5 

101 

6 

14 

7 

18 

8 

22 

9 

264 

91 

29 

10 

311 

10* 
34' " 

Size  ol  Cask, 

Diameter  at 
bung, 

106  galls. 
29  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

11 

36  £ 

111 

39 

12 

42 

12* 
44  l 

■2 

13 

471 

13* 
50 w 

14 

53 

2 

2 

3 

41 

Size  of  Cask, 

Diameter  at 
bung. 

106  gallons. 

29  inches. 

No.  ot  inches 

wet  or  dry, 
Np.  of  gallons 
in  or  out. 

U  -  '  -  ' "  r 

4 

7 

5 

101 

6 

13* 

7 

17  1 

8 

211 

9 

26 

91 

28 

10 

301 

101 

33 

(  41  ) 


Size  of  Cask, 

Diameter  at 

bung. 

106  gallons. 

29  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

11 

35 

114 

37 

12 

40 

124 

424 

13 

45 

134 

48 

14 

50 

144 

53 

2 

2J 

Size  of  Cask, 

Diameter  at 
bung. 

107  gallons. 

28  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

5 

4 

74 

5 

104 

6 

141 

7 

184 

8 

224 

9 

27 

% 

291 

10 

32 

Size  of  Cask, 

Diameter  at 
bung. 

107  gallons. 

28  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

tot 

34  i 

11 

37 

114 

40 

12 

424 

124 

45 

13 

48 

13* 
50  ^ 

14 

53 

2 

2 

Size  of  Cask, 

Diameter  at 
bung. 

107  gallons. 

30  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

4 

4 

7 

5 

n 

6 

13 

7 

17 

8 

21 

9 

25 

9>j 

27 

10 

29 

Size  of  Cask, 

Diameter  at 
bung. 

107  gallons. 

30  inches. 

IV o.  ot  indies 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

10J 

31 

11 

331 

114 

36 

12 

38 

121 

40 

13 

43 

pi 

45 

14 

48 

144 

504 

Size  of  Cask, 

Diameter  at 
bung. 

107  gallons. 

31  inches. 

iMo.  of  niches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

15 

53  £ 

2 

2 

3 

4 

4 

6 

5 

9 

6 

12 

7 

16 

8 

20 

9 

24 

Size  of  Casa, 

Diameter  at 
bung. 

107  gallons. 

31  inches. 

No.  of  inches 
wet  or  dry, 
N9.  of  gallons 
in  or  out. 

91 

v2 

26 

10 

28 

104 

30 

11 

324 

114 

35 

12 

37 

124 

39 

13 

414 

134 

44 

Size  of  Cask, 

Diameter  at 
bung. 

108  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

14 

46  2 

144 
48  i 

15 

51 

151 

534 

2 

2 

3 

4 

4 

7 

5 

94 

6 

13 

Size  of  Cask, 

Diameter  at 
bung, 

108  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

17 

8 

21 

9 

25 

94 

274 

10 

29 

104 

31 

11 

334 

114 

36 

12 

384 

Size  of  Cask, 

Diameter  at 
bung, 

• 

108  gallons. 

31  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallous 
in  or  out. 

124 

41 

13 

43i 

134 

46 

14 

484 

144 

51 

15 

54 

2 

2 

3 

4 

4 

Size  of  Casa, 

Diameter  at 
bung. 

108  gallons. 

31  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

9 

6 

121 

7 

16J 

8 

204 

9 

24 1 

91 

J2 

264 

10 

284 

104 

31 

11 

33 

(  42  ) 


Size  of  Cask, 

Diameter  at 
bung, 

108  gallons. 

31  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

Hi 

35 

12 
37  5 

12* 

40 

13 

42 

134 

44 

14 

461 

144 
49  4 

15 

514 

15* 

54 

Size  of  Cask, 

Diameter  at 
bung. 

109  gallons, 

30  inches. 

No.  of  inches 
wet  or  dry, 
N9.  of  gallons 
in  or  out. 

2 

2 

3 

4 

4 

7 

5 

9j 

6 

13 

7 

17 

8 

21 

9 

25* 

91 

U2 

28 

Size  of  Cask, 

Diameter  at 
bung, 

109  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry, 
Np.  of  gallons 
in  or  out. 

10 

30 

101 

32 

11 

34 

111 

364 

12 

39 

12J 

41 

13 

44 

13i 

46 

14 

49 

Size  of  Cask, 

Diameter  at 
bung 

109  gallons. 

31  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

14i 

52 

15 

54i 

2 

2 

3 

4 

4 

6 

5 

9 

6 

121 

7 

16 

8 

20 

Size  of  Cask, 

Diameter  at 
hung. 

109  gallons. 

31  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

2q 

94 

261 

10 

28i 

101 

31 

11 

33 

Hi 

3o 

12 

37* 

124 

40 

13 

42 

Size  of  Cask, 

Diameter  at 
bung. 

110  gallons. 

30  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

13  i 
45 

14 

47 

14* 

50 

15 

52 

151 

54| 

2 

2 

3 

4 

4 

7 

5 

10 

Size  of  Cask, 

Diameter  at 
bung, 

110  gallons. 

30  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

13J 

7 

17 

8 

21 

9 

25 

27 

10 

29* 

104 

32 

11 

34 

in 

364 

Size  of  Cask, 

Diameter  at 
bung. 

110  galls. 

31  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

39 

121 1 

41  i  I 

13 

44 

13* 

47 

14 

49i 

144 

52 

15 

55 

2 

2 

3 

4 

Size  of  Cask, 

Diameter  at 
bung. 

110  gallons. 

31  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

4 

6* 

5 

9 

6 

121 

7 

16 

8 

20* 

9 

25 

9i 

V2 

27 

10 

29 

10* 

31 

Size  of  Cask, 

Diameter  at 
bung. 

110  gallons. 

31  inches. 

No.  of  inches 

wet  or  dry, 
Np.  of  gallons 
in  or  out,. 

11 

33 

11* 

35 

12 

374 

124 

40 

13 

42 

134 

45 

14 

47 

14.4 

50 

15 

52 

Size  of  Cask, 

Diameter  at 
bung. 

No.  of  inches 
wet  or  dry. 

No.  of  gallons 
in  or  out. 

"1ST 

55 

111  gallons. 

30  inches. 

2 

2 

3 

4 

4 

7 

5 

10 

6 

13 

7 

17 

8 

21 

9 

25* 

(  43  ) 


Size  of  Cask, 

Diameter  at 
bung. 

111  gallons. 

30  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

9£ 

28 

10 

30 

101 

32 

11 

34J 

hi 

37 

12 

394 

12  4 

42 

13 

44J 

134 

47 

Size  of  Cask, 

Diameter  at 
bung. 

111  gallons. 

31  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

14 

50 

141 

52 

15 

55 

2 

2 

3 

4 

4 

65 

5 

9 

6 

12 

7 

161 

Size  of  Cask, 

Diameter  at 
bung. 

111  gallons. 

31  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

204 

9 

25 

91 

27 

10 

291 

10J 

31 

11 

hi 

36 

12 

38 

121 

40 

Size  of  Cask, 

Diameter  at 
bung. 

112  gallons. 

30  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

43 

131 

46 

14 

48 

141 

50 

15 

53 

154 

554 

2 

2 

3 

4 

4 

7 

Size  of  Cask, 

Diameter  at 
bung. 

112  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

5 

10 

6 

13 

7 

17 

8 

21 

9 

25J 

91 

0  2 

28 

10 

30 

104 

33 

11 

35 

Size  of  Cask, 

Diameter  at 
bung. 

112  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry, 
N9.  of  gallons 
in  or  out. 

114 

38 

12 

40 

12i 

42 

13 

45 

m 

48 

14 

501 

144 

53 

15 

56 

2 

2 

Size  of  Cask, 

Diameter  at 
bung. 

112  gallons. 

31  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

4 

4 

61 

5 

9 

6 

12  J 

7 

164 

8 

21 

9 

25  4 

94 

28 

10 

30 

Size  of  Cask, 

Diameter  at 
bung. 

112  gallons. 

31  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

104 

32 

11 

341 

111 

-l±2 

37 

12 

39 

121 

411 

13 

44 

134 

46 

14 

48^ 

144 

51 

Size  of  Cask, 

Diameter  at 
bung. 

113  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

15 

53 

151 

56 

2 

2 

3 

4 

4 

7 

5 

10 

6 

13 

7 

171 

8 

214 

Size  of  Cask, 

Diameter  at 
bung. 

113  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

26 

91 

28 

10 

301 

104 

33 

11 

35 

114 

374 

12 

404 

124 

43 

13 

46 

Size  of  Cask, 

Diameter  at 
bung. 

113  gallons. 

31  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

134 

48 

14 

51 

144 
53  j 

15 

56  4 

2 

2 

3 

4 

4 

61 

5 

9 

6 

121 

(  44  ) 


Size  of  Cask, 

Diameter  at 
bung. 

113  gallons. 

31  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

17 

8 

21 

9 

25 

94 

274 

10 

30 

104 

32" 

11 

34 

114 

364 

12 

39 

Size  of  Cask, 

Diameter  at 
bung, 

114  galls. 
30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

124 

41J 

13 

44 

134 

261 

14 

49 

14  | 

51 

15 

54 

154 

564 

2 

2 

3 

4 

Size  of  Cask, 

Diameter  at 
bung. 

114  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

7 

5 

10 

6 

13 

7 

174 

8 

211 

9 

26 

91 

28 

10 

31 

104 

33 

Size  of  Cask, 

Diameter  at 
bung. 

114  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

ii 

35i 

hi 

38 

12 

41 

12* 

43| 

13 

46 

134 

49 

14 

51 

14* 

54’ 

15 

564 

Size  of  Cask, 

Diameter  at 
bung, 

114  gallons. 

31  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out.. 

2 

2 

3 

4 

4 

6^ 

5 

94 

6 

124 

7 

161 

8 

20 

9 

244 

94 

27 

Size  of  Cask, 

Diameter  at 
bung. 

114  gallons. 

31  inches. 

No  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

10 

30 

10i 

32 

11 

34J 

1 1 1 

iA2 

37 

12 

39 

121 

41 

13 

431 

134 

46 

14 

49 

Size  of  Cask, 

Diameter  at 
bung. 

115  gallons. 

30  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

14J 

52 

15 

54  J 

154 

57 

2 

2 

3 

4 

4 

7 

5 

10 

6 

13i 

7 

171 

Size  of  Cask, 

Diameter  at 
bung. 

115  gallons. 

30  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

21 

9 

26 

94 

284 

10 

31 

104 

33 

11 

36 

hi 

39 

12 

41 

12  4 
431 

Size  of  Cask, 

Diameter  at 
bung. 

115  gallons. 

31  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

46 

134 

49 

14 

52 

144 

55 

15 

574 

2 

2 

3 

4 

4 

64 

5 

9 

Size  of  Cask, 

Diameter  at 
bung. 

115  gallons. 

31  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

13 

7 

17 

8 

21 

9 

26 

91 

°2 

28 

10 

30 

104 

324 

11 

35 

hi 

371 

Sizecf  Cask, 

Diameter  at 
bung. 

115  gallons. 

31  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out.. 

12 

39 

12| 

42 

13 

44 

134 

47 

14 

49 

It 

15 

544 

151 

571 

2 

2 

(  45  ) 


Size  of  Cask, 

Diameter  at 
bung. 

116  gallons. 

30  inches. 

No  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

4 

7 

5 

10 

6 

13 

7 

17! 

8 

22 

9 

26* 

91 

v2 

29 

10 

31 

Size  of  Cask, 

Diameter  at 
bung. 

116  gallons. 

30  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

10| 

33 

11 

36 

Hi 

38! 

12 

41 

12! 

44 

13 

47 

13! 

50 

14 

52! 

14* 

55 

Size  of  Cask, 

Diameter  at 
bung. 

116  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

15 

58 

2 

2 

3 

4  * 

4 

7 

5 

9* 

6 

13 

7 

16 

8 

20 

9 

25 

Size  of  Cask, 

Diameter  at 
bung. 

116  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

Q1 

V2 

27 

10 

29 

10! 

314 

11 

34 

Hi 

36 

12 

38 

124 

40! 

13 

43 

13* 

45 

Size  of  Cask, 

Diameter  at 
bung. 

117  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry, 
N9.  of  gallons 
in  or  out. 

14 

48 

14! 

50 

15 

52! 

15! 

55 

16 

58 

2 

2 

3 

41 

4 

7 

5 

10 

Size  of  Cask, 

Diameter  at 
bung. 

117  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

13| 

7 

18 

8 

32! 

9 

27 

94 

29 

10 

31! 

10! 

34 

11 

36 

11* 

38  • 

Size  of  Cask, 

Diameter  at 
bung. 

117  galls. 

32  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

12 

41 

12! 

43! 

13 

46! 

13! 

49“ 

14 

52 

14! 

55 

15 

58 

2 

2! 

3 

41 

Size  of  Cask, 

Diameter  at 
bung. 

117  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

7 

0 

% 

6 

13 

7 

16 

8 

20 

9 

24! 

9.4 

26! 

10 

29 

10! 

32 

Size  of  Cask, 

Diameter  at 
bung. 

117  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

11 

34 

Hi 

X12 

36 

12 

38! 

121 

41 

13 

44 

13* 

46 

14 

48 

14* 

50 

15 

53 

Size  of  Cask, 

Diameter  at 
bung. 

118  gallons. 

30  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out, 

151 

56 

16 

58! 

2 

2 

3 

4! 

4 

7 

5 

10! 

6 

14 

7 

18! 

8 

22* 

Size  of  Cask, 

Diameter  at 
bung, 

118  gallons. 

30  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

27 

9* 

29 

10 

31  * 

104 

34 

11 

36! 

11* 

39 

12 

42 

124 

45 

13 

47* 

7 


(  46  ) 


Size  of  Cask, 

Diameter  at 
bung, 

118  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

m 

50 

14 

53 

141 

56 

15 

59 

2 

2J 

3 

41 

4 

7 

5 

9i 

6 

13 

Size  of  Cask, 

Diameter  at 
bung. 

118  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

161 

8 

20 

9 

24 1 

J2 

27 

10 

29 

101 

311 

11 

34 

Hi 

36 

12 

384 

Size  of  Cask, 

Diameter  at 
bung. 

118  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

124 

41 

13 

44 

131 

46 

14 

481 

144 

51 

15 

54 

154 

56 

16 

59 

2 

2 

Size  of  Cask, 

Diameter  at 
bung, 

119  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

5 

4 

71 

'  2 

5 

104 

6 

14 

7 

181 

8 

224 

9 

271 

91 

30 

10 

32 

Size  of  Cask,  1 

Diameter  at 
bung. 

119  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

101 

34i 

11 

37 

Hi 

40 

12 

424 

124 

45 

13 

48 

134 

51 

14 

534 

14.L 

664 

Size  of  Cask, 

Diameter  at 
bung. 

119  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
*  in  or  out. 

15 

59? 

2 

2J 

3 

4 

7 

5 

91 

6 

13 

7 

161 

8 

21 

9 

25 

Size  of  Cask, 

Diameter  at 
bung. 

119  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

Qi 

J2 

27 

10 

29 1 

104 

314 

11 

34 

Hi 

364 

12 

39 

124 

41 

13 

43 

131 

46 

Size  of  Cask, 

Diameter  at 
bung. 

120  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

14 

49 

144 

52 

15 

541 

151 

57 

16 

594 

2 

24 

3 

41 

4 

7 

5 

10 

Size  of  Cask, 

Diameter  at 
bung. 

120  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

14J 

7 

I84 

8 

23 

9 

274 

94 

30 

10 

324 

104 

35 

11 

374 

114 

40 

Size  of  Cask, 

Diameter  at 
bung. 

120  galls. 

32  inches. 

No.  of  mcnes 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

43 

121 

454 

13 

484 

13.4 

51 

14 

54 

144 

57 

15 

60 

2 

2i 

3 

4A 

*2 

Size  of  Cask, 

Diameter  at 
bung, 

120  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

7 

5 

10 

6 

13  J 

7 

17 

8 

21  b 

9 

254 

9.V 

28 

10 

30 

104 

32 

(  47  ) 


Size  of  Cask, 

Diameter  at 
bung. 

120  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

ii 

341 

hi 

37 

12 

391 

12| 

42 

13 

44 

131 

461 

14 

49 

141 

511 

15 

54 

Size  of  Cask, 

Diameter  at 
bung. 

121  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

15J 

57 

16 

60 

2 

2 

3 

5 

4 

71 

5 

101 

6 

14 

7 

181 

8 

23 

Size  of  Cask, 

Diameter  at 
bung. 

121  gallons. 

30  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

28 

30 

10 

321 

101 

35 

11 

371 

HI 

401 

12 

431 

121 

46 

13 

49 

Size  of  Cask, 

Diameter  at 
bung. 

121  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  nr  nut. 

131 

511 

14 

541 

141 

571 

15 

601 

2 

2 

3 

41 

*2 

4 

7 

5 

Q 1 

6 

13 

Size  of  Cask, 

Diameter  at 
bung, 

121  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

17 

8 

211 

9 

251 

91 

271 

10 

30 

101 

321 

11 

35 

HI 

371 

12 

40 

Size  of  Cask, 

Diameter  at 
bung. 

121  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

12f 

42| 

13 

45 

131 

471 

14 

50 

141 

53 

15 

551 

151 

58 

16 

601 

2 

21* 

Size  of  Cask, 

Diameter  at 
bung. 

122  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

3 

4A 

■*2 

4 

8 

5 

11 

6 

141 

7 

19 

8 

231 

9 

281 

91 

301 

10 

33 

Size  of  Cask, 

Diameter  at 
bung. 

122  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

101 

351 

11 

38 

hi 

41 

12 

44 

121 

461 

13 

491 

131 

52 

14 

55 

141 

58 

Size  of  Cask, 

Diameter  at 
bung. 

122  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

15 

61 

2 

2 

3 

41 
*  2 

4  . 

7 

5 

91 

6 

13 

7 

17 

8 

211 

9 

26 

Size  of  Cask, 

Diameter  at 
bung. 

122  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

Qi 

V2 

28 

10 

301 

101 

33 

11 

35 

HI 

37 

12 

40 

121 

42 

13 

451 

131 

471 

Size  of  Cask, 

Diameter  at 
bung, 

• 

123  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

14 

50 

141 

53 

15 

551 

151 

58 

16 

61 

2 

21 

3 

41 

H2 

4 

8 

5 

11 

(  48  ) 


Size  of  Cask, 

Diameter  at 
bung. 

123  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

14§ 

7 

19 

8 

231 

9 

281 

Q  1 

31 

10 

331 

10| 

36 

11 

381 

HI 

411 

Size  of  Cask, 

Diameter  at 
bung. 

123  galls. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

12  |  12J 
44J  1  47  ^ 

13 

50 

131 

521 

14 

551 

141 

581 

15 

611 

2 

21 

3 

41 

Size  of  Cask, 

Diameter  at 
bung. 

123  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

7 

5 

9i 

6 

13 

7 

17 

8 

211 

9 

26 

Q1 

h2 

28 

10 

301 

10* 

33 

Size  of  Cask, 

Diameter  at 
bung. 

123  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

11 

36 

ni 

381 

12 

41 

121 

431 

13 

46 

131 

48  b 

14 

51 

141 

531 

15 

56 

Size  of  Cask, 

Diameter  at 
bung. 

124  gallons. 

30  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

151 
58 1 

16 

611 

2 

2J 

3 

41 

4 

8 

5 

11 

6 

15 

7 

191 

8 

24 

Size  of  Cask, 

Diameter  at 
bung. 

124  gallons. 

30  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

29 

^2 

32 

10 

34 

101 

361 

11 

391 

111 

42 

12 

45 

121 

48 

13 

51 

Size  of  Cask, 

Diameter  at 
bung. 

124  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

13^ 

531 

14 

56 

14i 

59 

15 

62 

2 

21 

3 

41 

4 

7 

5 

91 

V2 

6 

13 

Size  of  Cask, 

Diameter  at 
bung. 

124  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out, 

7 

171 

8 

22 

9 

261 

01 

29 

10 

31 

101 

331 

11 

36 

HI 

381 

12 

41 

Size  of  Cask, 

Diameter  at 
bung. 

124  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

121 

431 

13 

46 

131 

481 

14 

51 

141 

531 

15 

56 

151 

59 

16 

62 

2 

21 

Size  of  Cask, 

Diameter  at 
bung. 

125  gallons. 

30  inches. 

No.  of  inches 

wet  or  dry, 
No.  of  gallons 
in  or  out. 

3 

4! 

4 

8 

5 

Hi 

±X2 

6 

151 

7 

20 

8 

241 

9 

291 

91 

V2 

32 

10 

341 

Size  of  Cask, 

Diameter  at 
bung. 

125  gallons. 

30  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

101 

37 

ii 

391 

Hi 

42 

12 

45 

121 

471 

13 

501 

131 

531 

14 

561 

141 

591 

(  49  ) 


Size  of  Cask , 

Diameter  at 
hung. 

125  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

15 
62 1 

2 

21 

3 

4  $ 

4 

7 

5 

91 

V2 

6 

13 

7 

17* 

1  8 

1  22 

9 

26* 

Size  of  Cask, 

Diameter  at 
bung. 

125  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry, 
N9.  of  gallons 
in  or  out. 

91 

V2 

29 

10 

31$ 

101 

34 

11 

36 

11* 

38* 

12 

41 

12* 

43* 

13 

46* 

13* 

49 

Size  of  Cask, 

Diameter  at 
bung. 

126  gallons. 

30  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

14 

52 

14* 

54* 

15 

57 

151 

60 

16 

62* 

2 

2* 

3 

5 

4 

71 
'  2 

5 

11 

Size  of  Cask, 

Diameter  at 
bung. 

126  gallons. 

30  inches. 

No.  of  inches 

wet  or  dry, 
N9.  of  gallons 
in  or  out.. 

6 

15* 

7 

20 

8 

25 

9 

291 

91 

J2 

32 

10 

34* 

104 

37 

11 

40 

11* 

43 

Size  of  Cask, 

Diameter  at 
bung. 

126  galls. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

46 

12* 

48i 

13 

51* 

13$ 

54 

14 

57 

14* 

60 

15 

63 

2 

2* 

3 

4$ 

Size  of  Cask, 

Diameter  at 
bung. 

126  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

4 

7 

5 

91 

v2 

6 

13 

7 

17* 

8 

22 

9 

26* 

91 

V2 

29 

10 

32 

10* 

34* 

Size  of  Cask, 

Diameter  at 
bung. 

126  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

11 

37 

HI 

40 

12 

42 

12* 

44 

13 

47 

134 

49* 

14 

52 

14* 

55 

15 

58 

Size  of  Cask, 

Diameter  at 
bung. 

127  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

15$ 

60 

16 

63 

2 

2* 

3 

41 

4 

8 

5 

11 

6 

15* 

7 

20 

8 

25 

Size  of  Cask, 

Diameter  at 
bung. 

127  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

29i 

91 

V2 

32 

10 

341 

10* 

37* 

11 

40* 

Hi 

43 

12 

45* 

12* 

48 

13 

51 

Size  of  Cask, 

Diameter  at 
bung. 

127  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

m 

54 

14 

57 

14* 

60 

15 

63 

2 

2* 

3 

41 

4 

7 

5 

9.1 

J2 

6 

13 

Size  of  Cask, 

Diameter  at 
bung, 

127  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

17* 

8 

22 

9 

27 

9* 

29* 

10 

32 

10* 

34* 

11 

37 

11* 

40 

12 

42* 

(  50  ) 


Size  of  Cask, 

Diameter  at 
bung. 

127  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

12  h 
45 

13 

48 

131 

501 

14 

53 

141 

551 

15 

58 

151 

601 

16 

631 

2 

21 

Size  of  Cask, 

Diameter  at 
bung. 

128  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

41 

4 

8 

5 

11 

6 

151 

7 

20 

8 

251 

9 

30 

91 

321 

10 

35 

Size  of  Cask, 

Diameter  at 
bung. 

128  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

10-| 

38 

11 

41 

hi 

431 

12 

46 

12 1 

49 

13 

52 

131 

55 

14 

58 

141 

61 

Size  of  Cask, 

Diameter  at 
bung. 

128  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

15 

64 

2 

2J 

3 

Al 

■*■2 

4 

7 

5 

91 

6 

13 

7 

18 

8 

23 

9 

28 

Size  of  Cask, 

Diameter  at 
bung. 

128  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

91 

30> 

10 

33 

101 

351 

11 

38 

ni 

401 

12 

43 

12i 

451 

13 

48 

131 

504 

Size  of  Cask, 

Diameter  at 
bung. 

129  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

14 

531 

141 

561 

15 

59| 

151 

62 

16 

64 

2 

2J 

3 

41 

4 

8 

5 

HI 

Size  of  Cask, 

Diameter  at 
'  bung, 

129  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

151 

7 

20 

8 

25 

9 

30 

9 1 

32 1 

10 

35 

101 

38 

11 

41 

Hi 

43i 

Size  of  Cask, 

Diameter  at 

bung. 

129  galls. 
32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

461 

121 

49 

13 

52 

131 

55 

14 

58 

141 

61 

15 

641 

2 

21 

3 

Al 

■*•2 

Size  of  Cask, 

Diameter  at 
bung. 

129  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

71 

'  2 

5 

101 

6 

131 

7 

18 

8 

22 

9 

27 

9| 

291 

10 

32 

101 

341 

Size  of  Cask, 

Diameter  at 
bung. 

129  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

ii 

37 

HI 

40 

12 

421 

121 

45 

13 

471 

131 

50 

14 

53 

141 

551* 

15 

581 

Size  of  Cask, 

Diameter  at 
bung. 

130  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

151 

611 

16 

641 

2 

21 

3 

4| 

4 

8 

5 

ii  i 
±X2 

6 

151 

7 

20 

8 

25 

t 


(  51  ) 


Size  of  Cask, 

Diameter  at 
bung. 

130  gallons. 

30  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

30 

9£ 

33 

10 

36 

104 

39 

11 

42 

in 

44* 

12 

47 

121 

50" 

13 

53 

Size  of  Cask, 

Diameter  at 
bung. 

130  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

m 

56 

14 

59 

14* 

62 

15 

65 

2 

21 

3 

41 

4 

71 
'  2 

5 

10 

6 

14 

Size  of  Cask, 

Diameter  at 
bung. 

130  gallons. 

32  inches. 

No  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

18 

8 

23 

9 

28 

9* 

30 

10 

32* 

10*  * 
35 

11 

37* 

Hi 

iX2 

40 

12 

43 

Size  of  Cask, 

Diameter  at 
bung. 

130  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 1 
45* 

13 

48 

131 

50* 

14 

53 

14* 

55* 

15 

59 

15* 

62 

16 

65 

2 

2* 

Size  of  Cask, 

Diameter  at 
bung. 

131  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

41 

4 

8* 

5 

12 

6 

16 

7 

21 

8 

26 

9 

31 

9* 

33* 

10 

36* 

Size  of  Cask, 

Diameter  at 
bung. 

131  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

10* 

39 1 

11 

m 

45 

12 

48 

12* 

51 

13 

54 

13* 

57 

14 

59* 

14* 

62* 

Size  of  Cask, 

Diameter  at 
bung. 

131  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

15 

65* 

2 

21 

3 

41 

4 

7  i 

5 

10* 

6 

14 

7 

18 

8 

23 

9 

28 

Size  of  Cask, 

Diameter  at 
bung, 

131  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

9* 

10 

33 

101 

35* 

11 

38 

Hi 

41 

12 

43* 

1 21 
46" 

13 

49 

13* 

51* 

Size  of  Cask, 

Diameter  at 
bung. 

132  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

14 

54 

14* 

56* 

15 

59* 

151 

62* 

16 

65* 

2 

2J 

3 

41 

^2 

4 

8* 

5 

12 

Size  of  Cask, 

Diameter  at 
bung. 

132  gallons. 

30  inches. 

No.  of  inches 
wet  or  dry, 
N9.  of  gallons 
in  or  out, 

6 

16* 

7 

21 

8 

26 

9 

31 

9* 

33* 

10 

36* 

10* 

39* 

11 

421 

n* 

45* 

Size  of  Cask, 

Diameter  at 
bung. 

132  galls. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

48* 

121 

51 

13 

54 

13* 

57 

14 

60 

14* 

63 

15 

66 

2 

21 

3 

41 

^2 

(  52  ) 


Size  ot‘  Cask, 

Diameter  at 
bung. 

132  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

71 

'  2 

5 

101 

6 

14 

7 

18 

8 

23 

9 

28 

91 

301 

10 

33 

101 

351 

Size  of  Cask, 

Diameter  at 
bung. 

132  gallons. 

32  inches. 

No.  of  inches 
wei or  dry. 
No.  of  gallons 
in  or  out, 

11 

38 

HI 

401 

12 

431 

121 

46 

13 

49 

131 

511 

14 

541 

14J 

57 

15 

60 

Size  of  Cask, 

Diameter  at 
bung. 

133  gallons. 

31  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

15§ 

63 

16 

66 

2 

21 

3 

5 

4 

7i 

'  2 

5 

11 

6 

14 

7 

19 

8 

241 

Size  of  Cask, 

Diameter  at 
bung. 

133  gallons. 

31  inches. 

No.  of  inches 

w  t  jr  nry, 
V*'  of  ea'lons 
in  or  out. 

9 

30 

9i 

v2 

321 

JU 

10 

35 

101 

371 

n 

40.1 

hi 

421 

12 

451 

121 

49 

13 

52 

Size  ut  Uasiv, 

Diameter  at 
bung, 

133  gallons. 

33  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13| 

55 

14 

58 

141 

601 

15 

631 

151 

661 

2 

2i 

3 

41 

4 

7 

5 

11 

Size  of  Cask, 

Diameter  at 
bung, 

133  gallons. 

33  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

14 

7 

171 

8 

211 

9 

26 

91 

28-1 

10 

31 

101 

331 

11 

36 

111 

381 

Size  of  Cask, 

Diameter  at 
bung. 

133  gallons. 

33  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

41 

12 1 
431 

13 

461 

13i 
49  ~ 

14 

52 

14| 

55 

15 

58 

151 

61 

16 

64 

Size  of  Cask, 

Diameter  at 
bung, 

134  gallons. 

31  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

164 
66 1 

2 

2} 

3 

5 

4 

8 

5 

11 

6 

14 

7 

19 

8 

24 

9 

29 

Size  of  Cask, 

Diameter  at 
bung. 

134  gallons. 

31  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

Ql 

J2 

31 

10 

34 

10i 

37 

11 

40 

hi 

421 

12 

45 

121 

48 

13 

51 

131 

54 

Size  of  Cask, 

Diameter  at 
bung. 

134  gallons. 

33  inches. 

[Mo.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out, 

14 

58 

14| 

61 

15 

64 

151 

67 

2 

21 

3 

41 

^2 

4 

7 

5 

10 

6 

13 

Size  of  Cask, 

Diameter  at 
bung. 

134  gallons. 

33  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

7 

17 

8 

22 

9 

27 

01 

291 

10 

32 

101 

341 

11 

37 

hi 

391 

12 

42 

(  53  ) 


Size  of  Cask, 

Diameter  at 
bung. 

134  gallons. 

33  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

12  i 
44 1 

13 

47 

13i 

50 

14 

521 

141 

55 

15 

58 

151 

61 

16 

64 

161 

67 

Size  of  Cask, 

Diameter  at 
bung, 

135  gallons. 

31  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

2i 

3 

5 

4 

8 

5 

HI 

6 

14h 

7 

19 

8 

24 

9 

29 

91 

311 

Size  of  Cask, 

Diameter  at 
bung, 

135  gallons. 

31  inches-. 

No.  of  inches 
wet  or  dry, 

!  Np.  of  gallons 
in  or  out. 

10 

35 

101 

371 

11 

40 

Hi 

±±2 

43 

12 

46 

124 

49 

13 

52 

131 

55 

14 

58 

Size  of  Cask, 

Diameter  at 
bung. 

135  gallons. 

33  inches. 

No.  of  inches 

wet.or  dry. 
No,  of  gallons 
in  or  out,^ 

14| 

52 

15 

64 

151 
67 1 

2 

2i 

3 

41 

4 

7 

5 

10 

6 

13 

7 

17 

Size  of  Cask, 

Diameter  at 
bung. 

135  gallons. 

33  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

22 

9 

27 

91, 

291 

10 

32 

101  ' 

341 

11 

371 

hi 

40 

12 

421 

121 

451 

Size  of  Cask, 

Diameter  at 
bung. 

135  gallons* 

33  inches. 

- 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

47  £ 

13J 

50 

14 

53 

14-1 

551 

15 

581' 

151 

61 

16 

64 

161 

671 

2 

21 

Size  of  CaSk, 

Diameter  at) 
bung. 

136  gallons. 

31  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

3 

5 

4 

8 

5 

in 

6 

141- 

7  • 
19 

8 

241 

9 

30 

91 

321 

10 

35 

Size  of  Cask, 

Diameter  at 
bung. 

136  gallons. 

31  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

101 

37J 

11 

40 

111 

43 

12 

46 

49 

13 

52 

131 

55 

14 

59 

14i 

62 

Size  of  Cask, 

Diameter  at 
bung. 

136  gallons. 

33  inches. 

No.  of  inches 
wet  or  dry, 
N9.  of  gallons 
in  or  out. 

15 

65 

151 

68 

2 

2i 

3 

4i 

^2 

4 

7 

5 

10 

6 

13 

7 

17 

8 

22 

Size  of  Cask, 

Diameter  at 
bung. 

136  gallons. 

33  inches. 

No.  of  inches 
wet  or  dry, 

!  Np.  of  gallons 
in  or  out. 

9 

27 

Ql 

29i 

10 

32 

104 

344 

n 

37 

ill 

391 

12 

42 

12  ft 
45 

13 

471 

Size  of  Cask, 

Diameter  at 
bung. 

137  galls. 

31  inches. 

No.  of  inches 

wet  or  dry. 

No.  of  gallons 
in  or  out. 

m 

50 

14 

53 

141 

56 

15 

59 

151  I 
62  1 

16 

65 

16| 

68 

2 

21 

3 

5 

8 


(  54  ) 


Size  of  Cask. 

Diameter  at 
bung. 

137  gallons. 

31  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

4 

8 

5 

6 

14i 

7 

19 

8 

241 

9 

30 

Q 1 

33 

10 

36 

101 

38 

Size  of  Cask, 

Diameter  at 
bung. 

137  gallons. 

31  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

11 

41 

Hi 

43 

12 

46 

121- 

49 

13 

52 

13' 

55 

14 

59 

141 

62 

15 

65 

Size  of  Cask, 

Diameter  at 
bung. 

137  gallons. 

33  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

15i 

681 

2 

21 

3 

41 

4 

7 

5 

10 

6 

13 

7 

17 

8 

22 

9 

27 

Size  of  Cask, 

Diameter  at 
bung, 

137  gallons. 

33  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

9J 

29 

10 

32 

101 

34 

11 

37 

111 

39 

12 

42 

121 

45 

13 

48 

131 

51 

Size  of  Casa, 

Diameter  at 
bung. 

138  gallons. 

31  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

14 

54 

14i 

57 

15 

60 

15i 

63 

16 

66 

161 

681 

2 

21 

3 

5 

4 

8 

Size  of  Cask, 

Diameter  at 
bung. 

138  gallons. 

31  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

iii 

6 

Hi 

7 

19 

8 

241 

9 

30 

9i 

321 

10 

351 

101 

38 

11 

41 

Size  of  Cask, 

Diameter  at 
bung. 

138  gallons. 

31  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

11* 

44 

12 

47 

12  2 

50 

13 

53 

13^ 

56 

14 

60 

144 

63 

15 

66 

151 

69 

Size  of  Cask, 

Diameter  at 
bung. 

138  gallons. 

33  inches. 

No.  of  inches 

wet  or  dry, 
N9.  of  gallons 
in  or  out. 

2 

21 

3 

41 

4 

7 

5 

10 

6 

13 

7 

17 

8 

22 

9 

27 

ui 

29 

Size  of  Cask, 

Diameter  at 
bung. 

138  gallons. 

33  inches. 

No.  of  inches 

wet  or  dry, 
N9.  of  gallons 
in  or  out, 

10 

32 

104 

34 

11 

37 

in 

40 

12 

43 

124 

46 

13 

49 

134 

52 

14 

55 

Size  of  Cask, 

Diameter  at 
bung. 

139  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry, 
N9.  of  gallons 
in  or  out. 

14i 

57 

15 

60 

151 

63 

16 

66 

161 

69 

2 

91 

3 

5 

4 

8 

5 

104 

Size  of  Cask, 

Diameter  at 
bung. 

139  gallons. 

32  inches. 

.  _  4 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out.. 

6 

15 

7 

19£ 

8 

24| 

9 

291 

91 

32 

10 

34j 

101 

37 

11 

40 

hi 

43 

I 


(  55  ) 


I  Size  of  Cask, 

Diameter  at 
bung. 

139  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

46 

12  A 

48 1 

13 

51 J 

13! 

54! 

14 

57! 

14! 

60! 

15 

63  b 

15! 

66! 

16 

69! 

Size  of  Cask, 

Diameter  at 
bung. 

139  gallons. 

34  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

2 

3 

4 

4 

7 

5 

10 

6 

13 

7 

17 

8 

21! 

9 

26 

Ql 

J2 

28 

Size  of  Cask, 

Diameter  at 
bung, 

139  gallons. 

34  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

10 

31 

10* 

33 

11 

36 

11! 

38 

12 

41 

12! 

43! 

13 

46! 

131 

49 

14 

52 

Size  of  Cask, 

Diameter  at 
bung. 

140  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

144 

54 

15 

57 

15! 

60 

16 

63 

16! 

66 

17 

69! 

2 

n 

3 

5 

4 

8 

Size  of  Cask, 

Diameter  at 
bung. 

140  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

5 

11 

6 

15| 

7 

20 

8 

25 

27 

9 

30 

32 

10 

35 

10! 

38 

Size  of  Cask, 

Diameter  at 
bung. 

140  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

11 

41 

Hi 

43  J 

12 

46> 

12! 

49 

13 

52 

m 

55 

14 

58 

14! 

61 

15 

64 

Size  of  Cask, 

Diameter  at 
bung. 

140  gallons. 

34  inches, 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

15J 

67 

16 

70 

2 

2 

3 

4 

4 

7 

5 

10 

6 

13 

,7 

17 

8 

21! 

Size  of  Cask, 

Diameter  at 
bung. 

140  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

26 

qi 

28 

10 

31 

10J 

33 

11 

36 

Hi 

38 

12 

41 

124 

44 

13 

47 

Size  of  Cask, 

Diameter  at 
bung. 

140  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13i 
49  £ 

14 

52| 

14! 

55 

15 

57! 

15! 

60! 

16 

63! 

16! 

67 

17 

70! 

2 

2| 

Size  of  Cask, 

Diameter  at 
bung. 

141  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry, 
No.  of  gallons 
in  or  out. 

3 

5 

4 

8 

5 

11 

6 

15! 

7 

20 

8 

25 

9 

30 

94 

32 

10 

35 

Size  of  Cask, 

Diameter  at 
bung. 

141  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

101 

38 

H 

41 

11! 

43! 

12 

46! 

12! 

49 

13 

52 

13! 

55 

14 

58! 

14! 

61! 

(  56  ) 


Size  of  Cask, 

Diameter  at 
bung. 

141  gallons. 

34  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

15 

641 

151 

671 

16 

701 

2 

2 

3 

4 

4 

7 

5 

10 

6 

13 

7 

17 

Size  of  Cask, 

Diameter  at 
bung, 

141  gallons, 

34  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

8 

21* 

9 

26 

Ql 

V2 

28 

10 

31 

10  i 
33 

11 

36 

114 

38 

12 

41 

121 

44 

Size  of  Cask, 

Diameter  at 
bung. 

141  gallons. 

34  inches. 

No,  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

47 

131 

491 

14 

521 

141 

55 

15 

571 

151 

601 

16 

64 

161 

67 

17 

71 

Size  of  Cask, 

Diameter  at 
bung. 

142  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

3 

3 

51 

4 

8 

5 

11 

6 

151 

7 

201 

8 

251 

9 

301 

Ql 

V2 

33 

Size  of  Cask, 

Diameter  at 
bung. 

142  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

10 

35| 

101 

38 

11 

41 

ni 

44 

12 

47 

121 

491 

13 

521 

131 

551 

14 

59 

Size  of  Cask, 

Diameter  at 
bung, 

142  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

14* 

62 

15 

65 

151 

68 

16 

71 

2 

2 

3 

4 

4 

7 

5 

10 

6 

13 

Size  of  Cask, 

Diameter  at 
bung. 

142  gallons. 

34  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out, 

7 

17  i 

8 

22 

9 

261 

94 

29 

10 

31| 

104 

34 

11 

36| 

39 

12 

42 

Size  of  Cask, 

Diameter  at 
bung. 

142  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

121 

441 

13 

471 

13  i 
50 

14 

53 

141 

551 

15 

58 

151 

61 

16 

64 

161 

67 

Size  of  Cask, 

Diameter  at 
bung. 

143  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

17 

71 

2 

3 

3 

51 

4 

8  ' 

5 

11 

6 

151 

7 

20 

8 

25 

9 

30 

Size  of  Cask, 

Diameter  at 
bung. 

143  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

Q 1 

33 

10 

3  5J 

101 

38 

11 

41 

ni 

44 

12 

47 

121 

50 

13 

53 

13j 

56 

Size  of  Cask, 

Diameter  at 
bung. 

143  gallons. 

34  inches. 

No.  of  inches 

wet  or  dry, 
No.  of  gallons 
in  or  out. 

14 

59 

14-1 

62 

15 

65 

151 

68 

16 

711 

2 

21 

3 

4J 

4 

7 

5 

10 

(  57  ) 


Size  of  Cask, 

Diameter  at 
bung. 

143  gallons, 

34  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

13  ft 

7 

17 

8 

22 

9 

26 

91 

28 

10 

31 

10| 

33 

11 

36 

m 

39.. 

Size  of  Cask, 

Diameter  at 
bung. 

143  gallons, 

34  inches, 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

42 

12  1 
44 1 

13 

471 

131 

50 

14  | 

53  | 

14 1 

55  J 

15 

58  £ 

154 

611 

16 

64| 

Size  of  Cask, 

Diameter  at 
bung. 

144  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

16J 

68 

17 

71i 

2 

3 

3 

51 

4 

8 

5 

11 

6 

15* 

7 

21 

8 

254 

Size  of  Cask, 

Diameter  at 
hung. 

144  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

30i 

9i 

321 

10 

35| 

104 

38 

11 

41 

hi 

44 

12 

47 

124 

50 

13 

53 

Size  of  Cask, 

Diameter  at 
bung. 

144  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

m 

56 

14 

59 

141 

62 

15 

65 

151 

681 

16 

72 

2 

21 

3 

41 

4 

7 

Size  cf  Cask, 

Diameter  at 
bung. 

144  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

10 

6 

14 

7 

18 

8 

22 

9 

27 

91 

V2 

29 

10 

32 

101 

34 

11 

37 

Size  of  Cask, 

Diameter  at 
bung. 

144  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

1 11 
±J-2 

39 

12 

42 

12  § 
45 

13 

48 

131 

51 

14 

54 

141 

57 

15 

60 

151 

63 

Size  of  Cask, 

Diameter  at 
bung. 

145  gallons, 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

16 

66 

164 

69 

17 

72 

2 

3 

3 

5J 

4 

8 

5 

11 

6 

16 

7 

21 

Size  of  Cask, 

Diameter  at 
bung. 

145  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

26 

9 

31 

94 
33 1 

10 

36 

m 

39 

11 

42 

111 

45 

12 

48 

121 

51 

Size  of  Cask, 

Diameter  at 
bung. 

145  galls. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

54 

13* 

57 

14 

60 

14 1 

63 

15 

66 

151 

69 

16 

721 

2 

2i 

3 

41 

Size  of  Cask, 

Diameter  at 
bung. 

145  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

7 

5 

10 

6 

14 

7 

18 

8 

22 

9 

27 

9i 

V2 

29 

10 

32 

101 

34 

(  58  ) 


Size  of  Cask, 

Diameter  at 
bung. 

145  gallons.^ 

34  inches. 

No.  of  inches 

wet  or  dry, 
No.  of  gallons 
'in  or  out. 

11 

37 

ni 

39 

12 

42 

121 

45 

13 

48 

13  j 

51 

14 

54 

14* 

57 

15 

60 

Size  of  Cask, 

Diameter  at 
bung. 

146  gallons. 

32  inches, 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

15J 

63 

16 

66 

16* 

69 

17 

72* 

2 

3 

3 

6 

4 

8! 

5 

iu 

6 

16 

Size  of  Cask,  j 

Diameter  at  1 
bung,  'i 

146  gallons. 

32  inches, 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

21 

8 

26 

9 

31 

Q1 

33 

10 

36 

10! 

39 

11 

42 

1 1 1 

1X2 

45 

12 

48 

Size  of  Cask, 

Diameter  at 
bung. 

146  gallons, 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

124 

51 

13 

54 

131 

57 

14 

60! 

14! 

63! 

15 

67 

151 

70 

16 

73 

2 

2J 

Size  of  Cask, 

Diameter  at 
bung, 

146  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

3 

4J 

4 

7 

5 

10 

6 

14 

7 

18 

8 

22 

9 

27 

29 

10 

32 

Size  of  Cask, 

Diameter  at 
bung. 

146  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

10| 

34 

11 

37 

111 

112 

39 

12 

42 

12! 

45 

13 

48 

1 3! 
51 

14 

54 

14! 

57 

Size  of  Cask, 

Diameter  at 
bung. 

147  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

15 

60 

15* 

63 

16 

66! 

16! 

69| 

17 

73 

2 

3 

3 

6 

4 

9 

5 

12 

Size  of  Cask, 

Diameter  at 
bung. 

147  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

16 

7 

21 

8 

26 

9 

31 

33! 

10 

36! 

10! 

39 

11 

42 

iii 

45 

Size  of  Cask, 

Diameter  at 
bung. 

147  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

48 

121 

51 

13 

54 

13! 

57 

14 

60! 

14! 

63! 

15 

67 

15! 

70! 

16 

73! 

Size  of  Cask, 

Diameter  at 
bung. 

147  gallons. 

34  inches. 

No.  of  inches 

wet  or  dry, 
No.  of  gallons 
in  or  out. 

2 

21 

3 

41 

4 

7 

5 

10 

6 

14 

7 

18 

8 

22 

9 

27 

Ql 

**2 

29 

Size  of  Cask, 

Diameter  at 
bung. 

147  gallons. 

34  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

10 

32 

10* 

34 

11 

37 

11* 

391 

12 

42! 

12} 

45! 

13 

481 

13! 

51! 

14 

54! 

(  39  ) 


Size  of  Cask, 

Diameter  at 
bung, 

• 

148  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

141 

57 1 

15 

60 1 

15J 

63i 

16 

66  1 

161 

70 

17 

73 

2 

3 

3 

6 

4 

9 

Size  of  Cask, 

Diameter  at 
bung, 

148  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

12 

6 

16 

7 

21* 

8 

261 

9 

32 

9  5 
35 

10 

37 

10i 

40 

11 

43 

Size  of  Cask, 

Diameter  at 

bung. 

148  gallons. 

32  inches. 

No.  of  inches 

wet  or  dry, 
No.  of  gallons 
in  or  out. 

11 A 

46 

12 

49 

12J 

52 

13 

55 

131 

.58 

14 

611 

141 

641 

15 

68 

151 

71 

Size  of  Cask, 

Diameter  at 
bung. 

148  gallons. 

34  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

16 

74 

2 

2J 

3 

41 

4 

7 

5 

10 

6 

14 

7 

18 

8 

22 

9 

27 

Size  of  Cask, 

Diameter  at 
bung, 

148  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

n 

29 

10 

32 

10* 

34 

11 

37 

hi 

40 

12 

43 

121 

46 

13 

49 

131 

52 

Size  of  Cask, 

Diameter  at 
bung. 

149  galls. 

32  inches. 

No.  ot  indies 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

14 

55 

441 

58 

15 

61 

15J 

64 

16 
67 1 

161 

701 

17 

74 

2 

3 

3 

6 

Size  of  Cask, 

Diameter  at 
bung. 

149  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

9 

5 

12 

6 

161 

7 

22 

8 

27 

9 

32 

91 

34 

10 

37 

101 

40 

Size  of  Cask, 

Diameter  at 
bung. 

149  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

11 

43 

111 

46 

12 

49 

12* 

52 

13 

55 

131 

58 

14 

611 

141 

65 

15 

68 

Size  of  Cask, 

Diameter  at 
bung. 

149  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

15i 

71 

16 

74| 

2 

21 

3 

4i 

4 

7 

5 

10 

6 

14 

7 

18 

8 

22 

Size  of  Cask, 

Diameter  at 
bung. 

149  gallons. 

34  inches. 

No.  of  inches 

wet  or  dry, 
No.  of  gallons 
in  or  out. 

9 

27 

9* 

29 

10 

32 

10J 

34 

11 

37 

Hi 

40 

12 

43 

12J 

46 

13 

49 

Size  of  Cask, 

Diameter  at 
bung. 

149  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out.. 

13  j 
52 

14 

35i 

m 

m 

15 

611 

151 

641 

16 

68 

161 

71 

17 

741 

2 

3 

x 


I 


(  60  ) 


Size  of  Cask, 

Diameter  at 
bung, 

150  gallons. 

32  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

6 

4 

9 

5 

12 

6 

16! 

7 

22 

8 

27 

9 

32 

9| 

34! 

10 

37! 

Size  of  Cask, 

Diameter  at 
bung, 

150  gallons. 

32  inches* 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

10i 

m 

& 

11 

43 1 

iij 

46! 

12 

49| 

12! 
53!  1 

13 

56 

13! 

59 

14 

62 

14! 

65! 

Size  of  Cask, 

Diameter  at 
bung. 

150  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

15 

69 

15| 

72 

16 

75 

2 

•2! 

3 

4i 

4 

7 

5 

10 

6 

14 

7 

18 

Size  of  Cask, 

Diameter  at 
bung. 

150  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

22 

9 

27 

Qi 

29  . 

10 

32 

10i 

34 

11 

37 

hi 

40 

12 

43 

121 

46“ 

Size  of  Cask, 

Diameter  at 
bung. 

150  gallons* 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

13  , 
49 

13! 

52 

14  . 
55! 

Ol  i-1 
00  ^ 
tel—  toll— 

15 

62 

15! 

65 

16 

68 

16! 

71 

17 

75 

Size  of  Cask, 

Diameter  at 
bung, 

150  gallons. 

35  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

2 

3 

4 

4 

7 

5 

10 

6 

14 

7 

18 

8 

23 

8| 

25 

9 

28 

Size  of  Cask, 

Diameter  at 
bung. 

150  gallons. 

35  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

30 

10 

33 

10| 

35 

11 

38 

Hi 

±±2 

40 

12 

43 

12! 

45! 

13 

48! 

13! 

52 

Size  of  Cask, 

Diameter  at 
bung. 

150  gallons.  ( 

35  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

14 

55 

14! 

57 

15 

60 

15! 

63 

16 

66 

1 6i 
69 

17 

72 

17! 

75 

2 

2i 

Size  of  Cask, 

Diameter  at 
bung, 

151  gallons. 

34  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

44 

4 

7 

5 

10 

6 

14 

7 

18 

8 

22 

9 

27 

9| 

29 

10 

32 

Size  of  CasK, 

Diameter  at 
bung. 

151  gallons. 

34  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

io| 

34 

ii 

37 

hi 

40 

12 

43 

12! 

46 

13 

49 

13! 

52 

14 

.55! 

14! 

58! 

Size  of  Cask, 

Diameter  at 
bung. 

151  gallons. 

35  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

15 

62 

15! 

65 

16 

68! 

16i 
72  ~ 

17 

75| 

2 

2 

3 

4 

4 

7 

5 

10 

(  61  ) 


Size  of  Cask, 

Diameter  at 
bung. 

151  gallons. 

35  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

14 

7 

18 1 

8 

23 

9 

28 

91 

J2 

30 

10 

33 

10! 

35 

11 

38 

HI 

40 

Size  of  Cask, 

Diameter  at 
bung. 

151  gallons. 

35  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

43 

12J 

46 

13 

48! 

13! 

51! 

14 

55 

14! 

58 

15 

61 

15! 

63! 

16 

66| 

Size  of  Cask, 

Diameter  at 
bung. 

152  gallons.  • 

34  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

16| 
69  J 

17 

72J 

17! 

75! 

2 

31 

3 

41 

4 

7 

5 

10 

6 

14 

7 

18 

Size  of  Cask, 

Diameter  at 
bung. 

152  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

22 

9 

27 

9i 

29 

10 

32 

10! 

34 

11 

37 

Hi 

40 

12 

43 

12  i 

46 

Size  of  Cask, 

Diameter  at 
bung. 

152  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

49 

131 
52"  ' 

14 

55! 

14! 

59 

15 

62 1 

15! 

65! 

16 

69 

16! 

72 

17 

76 

Size  of  Cask, 

Diameter  at 
bung. 

152  gallons. 

35  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

2 

3 

4 

4 

71 

*  2 

5 

10 

6 

14 

7 

19 

8 

23! 

9 

28 

91 

^2 

30 

Size  of  Cask, 

Diameter  at 
bung. 

152  gallons. 

35  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

10 

33 

10! 

35 

11 

38 

Hi 

41 

12 

43! 

12! 

46! 

13 

49! 

13! 

52! 

14 

55! 

Size  of  Cask, 

Diameter  at 
bung. 

153  galls. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

14! 

58i 

15 

61! 

154 

64 

16 

66 

16J 
69  1 

17 

72! 

17 1 
76 

2 

2! 

3 

4! 

Size  of  Cask, 

Diameter  at 
bung. 

153  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

7 

5 

10! 

6 

14 

7 

18 

8 

22 

9 

27 

91 

29 

10 

32 

1Q| 

24! 

Size  of  Cask, 

Diameter  at 
bung. 

153  gallons. 

34  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

it 

37| 

11!  I 

40! 

12 

431 

12! 

46! 

13 

50 

13! 

53 

14 

56 

14! 

59 

15 

62! 

Size  of  Cask, 

Diameter  at 
bung. 

153  gallons. 

35  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

15! 

66 

16 

69! 

16! 

73 

17 

76! 

2 

2 

3 

4 

4 

71 

0 

10! 

6 

14 

9 


(  62  ) 


Size  of  Cask, 

Diameter  at 
bung. 

153  gallons. 

35  inches. 

No.  of  inches 
wet  or  dry. 

No.  of  gallons 
in  or  out. 

7 

19 

8 

23J 

9 

28 

91 

30 

10 

33 

io.| 

35 

11 

38 

hi 

40! 

12 

43! 

Size  of  Cask, 

Diameter  at 
bung. 

153  gallons. 

35  inches. 

No.  of  inches 
wet  or  dry. 

No.  of  gallons 
in  or  out. 

124 

46 

13 

49 1 

13! 

52! 

14 

55 1 

141 

58! 

15 

61! 

15! 

64 

16 

67 

164 

70 

Size  of  Cask, 

Diameter  at 
bung. 

154  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

17 

73 

17 1 
76| 

2 

21 

3 

41 

4 

71 

'  2 

5 

10! 

6 

14 

7 

18 

8 

22 

Size  of  Cask, 

Diameter  at 
bung, 

154  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

27  i 

30 

10 

33 

10i 

35 

11 

38 

Ill 

±x2 

41 

12 

44 

12! 

47 

13 

50! 

Size  of  Cask, 

Diameter  at 
bung. 

154  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 1 
53  i 

14 

56! 

141 

60 

15 

63 

15! 

66 

16 

70 

16  i 
73 

17 

77 

2 

2 

Size  of  Cask, 

Diameter  at 
bung. 

154  gallons. 

35  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

4  1 

4 

7J 

5 

11 

6 

14! 

7 

19 

8 

24 

9 

28! 

91 

^2 

31 

10 

34 

Size  of  Cask, 

Diameter  at 

bung. 

154  gallons. 

35  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

10i 

36, 

ii 

38! 

Hi 

41 

12 

44 

12! 

47 

13 

50 

13! 

53 

14 

56 

14! 

59 

Size  of  Cask, 

Diameter  at 

bung. 

155  gallons. 

34  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

15 
i  62 

151 

65 

16 

67! 

161 

70i 

17 

74 

171 

77 

2 

91 

^2 

3 

5 

4 

8 

Size  of  Cask, 

Diameter  at 
bung. 

155  gallons. 

34  inches. 

No.  of  inches 

wet  or  dry, 
Nd.  of  gallons 
in  or  out. 

5 

11 

6 

15 

7 

19 

8 

24 

9 

28i 

91 

31 

10 

34 

10! 

36 

11 

39 

Size  of  Cask, 

Diameter  at 
bung. 

155  gallons. 

34  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

hi 

42 

12 

45 

12i 
'  48 

13 

51 

13! 

54 

14 

57 

14! 

60“ 

15 

63! 

15! 

67 

Size  of  Cask, 

Diameter  at 
bung. 

155  gallons. 

35  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

16 

70! 

161 

74“ 

17 

77i 

2 

2 

3 

4 

4 

71 

_  . 

5 

11 

6 

141 

7 

19 

(  63  ) 


Size  of  Cask, 

Diameter  at 
bung, 

155  gallons. 

35  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

8 

24 

9 

28J 

Q  i 

31 

10 

34 

10* 

36 

11 

39 

ill 

1X2 

41 

12 

44 

12* 

47 

Size  of  Cask, 

Diameter  at 
bung. 

155  gallons. 

35  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

50 

13* 

53 

14 

56 

14* 

59 

15 

62 

15* 

65 

16 

68 

16* 

71 

17 

74 

Size  of  Cask, 

Diameter  at 
bung. 

156  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

17* 

77* 

2 

2* 

3 

5 

4 

8 

5 

11 

6 

15* 

7 

20 

8 

25 

9 

29 

Size  of  Cask, 

Diameter  at 
bung. 

156  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

31 

10 

34 

10* 

36 

11 

39 

m 

42 

12 

45* 

12* 

48* 

13 

52 

13* 

55 

Size  of  Cask, 

Diameter  at 
bung. 

156  galls. 

35  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out,. 

14 

58 

14* 

61 

15 

64 

15b 

67 

16 

71 

16* 

74 

17 

78 

2 

2 

3 

4 

Size  of  Cask, 

Diameter  at 
bung. 

156  gallons, 

35  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

4 

8 

*5 

11 

6 

14* 

7 

19 

8 

24 

9 

28* 

91 

31 

10 

34 

10* 

36 

Size  of  Cask, 

Diameter  at 
bung. 

156  gallons, 

35  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

11 

39 

hi 

41* 

12 

44* 

12* 

47* 

13 

50* 

13* 

53* 

14 

56* 

14* 

59* 

15 

62* 

Size  of  Cask, 

Diameter  at 
bung. 

157  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

15* 

65* 

16 

68i 

16* 

71* 

17 

74* 

17* 

78 

2 

2h 

3 

5 

4 

8 

5 

11 

Size  of  Cask, 

Diameter  at 
bung. 

157  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

15 

7 

20 

8 

25 

9 

29* 

9i 

32 

10 

34* 

10* 

37 

n 

39* 

n* 

43 

Size  of  Cask, 

Diameter  at 
bung. 

157  gallons, 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

46 

12  \ 
49 

13 

52 

13* 

55 

14 

58* 

14* 

61* 

15 

64* 

15* 

68 

16 

71* 

Size  of  Cask, 

Diameter  at 
bung. 

157  gallons. 

35  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out, 

16 1 
75 

17 

78 

2 

2 

3 

4 

4 

8 

5 

11 

6 

15 

7 

19* 

8 

24 

(  64  ) 


Size  of  Cask, 

Diameter  at 
bung, 

157  gallons. 

35  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

29 

Q1 

J2 

32 

10 

34* 

104 

37 

11 

39 

Hi 

42 

12 

45 

121 

48" 

13 

51 

Size  of  Cask, 

Diameter  at 
bung. 

157  gallons. 

35  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13*1 

54 

14 

57 

14*  1 
60 

15 

63* 

15* 

66 

16 

69 

16* 

72 

17 

75 

17* 

78* 

Size  of  Cask, 

Diameter  at 
bung. 

158  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

2 

2* 

3 

5 

4 

8 

5 

11 

6 

15 

7 

20 

8 

25 

9 

30 

Qi 

V2 

32 

Size  of  Cask, 

Diameter  at 
bung. 

158  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

10 

35 

10i 

37 

11 

40 

ill 

2 

43 

12 

46 

49 

13 

52 

13* 

55 

14 

58* 

Size  of  Cask, 

Diameter  at 
bung. 

158  gallons. 

35  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

14* 

61 

15 

65 

15* 

68 

16 

72 

16* 

75 

17 

79 

2 

2 

3 

4 

4 

8 

Size  of  Cask, 

Diameter  at 
bung, 

158  gallons. 

35  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

11 

6 

15 

7 

19* 

8 

24 

9 

29 

9* 

31* 

10 

34* 

101 

37“ 

11 

39 

Size  of  Cask, 

Diameter  at 
bung. 

158  gallons. 

35  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

m 

42 

12 

45 

12* 

48 

13 

51 

13* 

54 

14 

57 

14* 

60 

15 

63* 

15* 

66* 

Size  of  Cask, 

Diameter  at 
bung. 

159  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

16 

691 

16* 

72* 

17 

76 

17* 

79 

2 

91 

^2 

3 

5 

4 

8 

5 

11 

6 

15 

Size  of  Cask, 

Diameter  at 
bung, 

159  gallons. 

34  inches. 

No  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

20 

8 

25 

9 

30 

9* 

32 1 

10 

35 

10* 

37* 

ii 

40* 

ii* 

43* 

12 

46* 

Size  of  Cask, 

Diameter  at 
bung, 

159  gallons. 

34  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

12* 

50 

13 

53 

13* 

56 

14 

59 

14* 

62 

15 

65* 

15* 

69* 

16 

72* 

16* 

76 

Size  of  Cask, 

Diameter  at 
bung, 

159  gallons. 

35  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out . 

17 

79* 

2 

2 

3 

4 

4 

8 

5 

11 

6 

15 

7 

19* 

8 

24 

9 

29 

(  65  ) 


Size  of  Cask, 

Diameter  at 
bung. 

159  gallons. 

35  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

9i 

31i 

10 

341 

10i 

37 

11 

391 

hi 

42! 

12 

45! 

12| 

48i 

13 

51! 

13! 
54 1 

Size  of  Cask, 

Diameter  at 
bung. 

159  gallons. 

35  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

14 

57J 

14i 

61 

15 

64 

151 
67  ~ 

16 

69! 

16! 

72| 

17 

76 

17! 

79! 

2 

91 

“2 

Size  of  Cask, 

Diameter  at 
bung. 

160  gallons. 

34  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

5 

4 

8 

5 

HI 

6 

16 

7 

21 

8 

26 

9 

31 

9i 

33 

10 

36 

Size  of  Cask, 

Diameter  at 
bung. 

160  gallons. 

34  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

101 

38 

11 

41 

HI 

44 

12 

47 

12 1 

50 

13 

54 

13! 

57 

14 

60 

14! 

63 

Size  of  Cask, 

Diameter  at 
bung. 

/ 

160  gallons. 

35  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

15 

66 

15i 

69 

16 

73 

161 

76 

17 

80 

2 

2 

3 

4 

4 

8 

5 

11 

Size  of  Cask, 

Diameter  at 
bung. 

160  gallons. 

35  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

6 

15 

7 

19| 

8 

25 

9 

29! 

91 

°2 

32 

10 

35 

10! 

37! 

11 

40 

Hi 

43 

Size  of  Cask, 

Diameter  at 
bung. 

160  gallons. 

35  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

12 

46 

121 

49 

13 

52 

13! 

55 

14 

58! 

14! 

62 

15 

65 

15i 

67 

16 

70 

Size  of  Cask, 

Diameter  at 
bung. 

162  gallons. 

35  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

16b 

73 

17 

76! 

>17! 

80 

2 

2 

3 

41 

4 

8! 

5 

ni 

6 

15 

7 

20 

Size  of  Cask, 

Diameter  at 
bung. 

162  gallons. 

35  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out, 

8 

25 

9 

30 

91 

32 

10 

35 

10! 

38 

11 

41 

Hi 

44 

12 

47 

12! 

50 

Size  of  Cask, 

Diameter  at 
bung, 

162  gallons. 

35  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

53 

131 

56 

14 

59 

14! 

62 

15 

66 

15! 

68 

16 

71 

16b 

74 

17 

77 

Size  of  Cask, 

Diameter  at 
bung, 

163  gallons. 

36  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

17  i 
81 

2 

2 

3 

4| 

4 

7i 

5 

10! 

6 

14 

7 

18! 

8 

23! 

9 

28! 

(  66  ) 


Size  of  Cask, 

Diameter  at 
bung. 

163  gallons. 

36  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

10 

33 

101 

36 

11 

39 

hi 

41 

12 

44 

12  i 

46 

13 

49 

131 

52 

14 

55 

Size  of  Cask, 

Diameter  at 
bung, 

163  gallons. 

36  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

141 

58 

15 

62 

151 

65 

16 

68 

161 

71 

17 

741 

171 

78 

18 

811 

2 

2 

Size  of  Cask, 

Diameter  at 
bung. 

164  gallons. 

36  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

3 

4J 

4 

71 

5 

101 

6 

14 

7 

181 

8 

231 

9 

281 

10 

34 

10! 

36 

Size  of  Cask, 

Diameter  at 
bung. 

164  gallons. 

36  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

11 

39 

HI 

41 

12 

44 

121 

47 

13 

491 

131 

52 

14 

55 

14! 

58 

15 

62 

Size  of  Cask, 

Diameter  at 
bung. 

• 

165  gallons. 

36  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

15 1 
65 

16 

681 

161 

71 

17 

75 

171 

78 

18 

82 

2 

2 

3 

41 

4 

71 

'  2 

Size  of  Cask, 

Diameter  at 
bung. 

165  gallons. 

36  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

5 

10J 

6 

14 

7 

181 

8 

23 

9 

28 

10 

34 

io| 

36 

11 

39 

111 

41 

Size  of  Cask, 

Diameter  at 
bung. 

165  gallons. 

36  inches. 

No.  of  inches 
wet  or  dry, 
No.  of  gallons 
in  or  out. 

12 

44 

121 

47 

13 

50 

131 

53 

14 

56 

144 

59 

15 

62 

15J 

65 

16 

69 

Size  of  Cask, 

Diameter  at 
bung. 

166  gallons. 

36  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

161 

72 

17 

76 

171 

79 

18 

821 

2 

2 

3 

41 

4 

7$ 

5 

10! 

6 

14 

Size  of  vask. 

Diameter  at 
bung. 

166  gallons, 

36  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

7 

181 

8 

23 

9 

28 

10 

34 

101 

36 

11 

39 

Hi 

41 

12 

44 

121 

47 

Size  of  Cask, 

Diameter  at 
bung. 

166  gallons. 

36  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

13 

50 

13  l 

53“ 

14 

56 

141 

59 

15 

62 

15* 

65 

16 

69 

16J 

72 

17 

76 

Size  ot  Casa, 

Diameter  at 
bung. 

167  gallons. 

37  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

171 

79 

18 

83 

2 

2 

3 

4i 

*2 

4 

7 

5 

10 

6 

131 

7 

17 

8 

21 

(  67  ) 


Size  of  Cask, 

Diameter  at 

bung. 

167  gallons. 

37  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

25 

Ql 

27 

10 

30 

101 

32 

11 

35 

11* 

38 

12 

41 

121 

44" 

13 

47 

Size  of  Cask, 

Diameter  at 
bung. 

167  gallons. 

37  inches. 

No.  of  inches 

wet  or  dry. 
No.  of  gallons 
in  or  out. 

134 

50“ 

14 

53 

141 

56 

15 

59 

15* 

62 

16 

66 

16* 

69 

17 

73 

17* 

76* 

.Size  of  Cask, 

Diameter  at 
bung. 

168  gallons. 

37  inches. 

No.  of  mcties 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

18 

80 

181 

83* 

2 

2 

3 

41 

4 

71 

'  2 

5 

10 

6 

14 

7 

18 

8 

22 

Size  of  Cask, 

Diameter  at 
bung. 

168  gallons. 

37  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

9 

26 

Ql 

28 

10 

30 

10* 

32 

11 

35 

u* 

38 

12 

41 

12* 

44 

13 

47 

Size  of  Cask, 

Diameter  at 
bung. 

168  gallons. 

37  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

13* 

50 

14 

53 

141 

56 

15 

59 

15* 

62 

16 

66 

16i 

69 

17 

73 

17* 

76* 

Size  of  Cask, 

Diameter  at 
bung. 

168  gallons. 

37  inches. 

No.  of  inches 
wet  or  dry. 
No.  of  gallons 
in  or  out. 

18 

80 

18* 

84 

- 

(  68  ) 


TABLE,  WO.  3. 


DIRECTIONS  FOR  GAUGING  A  STRAIGHT  OR  CYLINDER 
CAN  OR  STAND. 

First  take  the  diameter  of  the  can,  and  then  run  the  rod  into 
it  perpendicularly.  By  reference  to  Table,  No.  3,  the  first  line 
will  give  the  diameter  of  the  can ;  the  Second  and  third  lines  will 
give  the  number  of  gallons  to  the  inch. 


Diameter, 

No.  of  inches 
make 

No.  of  gallons 

Inches, 

Inches, 

Gallons, 

18 

5 

5J 

19 

5 

6 

20 

5 

6! 

21 

2 

3 

22 

3 

5 

23 

4 

7* 

24 

2 

4 

Diameter, 

No.  of  inches 
make 

No.  of  gallons 

Inches, 

Jnches, 

Inches, 

25 

5 

101 

26 

2 

4i 

27 

5 

m 

28 

3 

8 

29 

2 

30 

2 

6i 

31 

1 

3J 

Diameter, 

No.  of  inches 
make 

No.  of  gallons 

Inches, 

Inches> 

Gallons, 

32 

1 

Si 

33 

1 

3! 

34 

1 

4 

35 

1 

41 

36 

U 

5i 

• 

'  / 
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